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PREFACE TO THE NEW EDITION. 



Thb very kind manner in which the first edition of this 
little book was received, has stimulated the Author to renewed 
diligence in adding to it whatever seemed to hini calculated 
to augment its usefulness and its comprehensiveness. He 
hopes that his efforts will be found successful. 

By an increase in the size of the page, it will be seen that 
the considerable additions to this edition have been introduced 
without causing any enlargement of the volume. 

Philadelphia, 1855. 



The merits of the work a§ a handy and convenient manual 
for reference in the field and hospital, have induced the pub- 
lishers to add to it a chapter (the Ninth) on Gunshot Wounds, 
and such other subjects peculiar to Military Surgery as seemed 
requisite to adapt it more thoroughly to the wants of Army 
Surgeons. Owing to the absence of the Author in Europe, 
this has been prepared by Dr. W. F. Atlee. 

Philadelphia, March, 1862. 
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PREFACE. 
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I 



Thb object which the Author has had In view in the pre- 
paration of the following pages, has. been, to present to the , 
younger surgeon, and to the student, information relative to 
the art of bandaging, and to some other points of itnportaooo 
in the practice of surgery. These are subjects which are but 
slightly alluded to in systematic courses of lectures, or in most ' 
of the published treatises on the science ; yet the necessity of , 
a familiar acC[uaintance with them will be readily acknowledged i 
by every surgeon of experience. 

In the collection of the materials for this volume, the Aa- 
thor has availed himself very freely of the knowledge of 
others, as exhibited in hooks, and of his own opportunities in 
hospitals and in private, of gaining practical acquaintance 
with the aubjecta of which he has treated. He trusts that he 
has not failed in his intention, always to give due credit to 
all from whom he has taken information. Originality can \ 
scarcely be expected, in a work of this kind, excepting, per- ] 
haps, in its composition. 

The book is divided into five parts. Of these, the first em- 
braces a description of the implements, if such a term bo ad- 
missible, with which the ordinary duties of the surgeon are 
accomplished. 

The second treats of the composition and preparation of 
Bandages, of their application to the different regions of the 



body, and of the purposes which they arc thus made to sub- 
serve. 1 

The third is devoted to the consideration of the apparatosJ 
of various kinds, used in the treatment of Fractures, In the 
arrangement^ of this portion of the volume, the Author bus 
thought it expedient to give prettj full details, showing the 
indications of treatment in each particular case of Fracture, 
and thereby rendering more manifest the adaptation of eiich 
bandage, splint, or other dressing, to the fulfilment of these 
requirements, 

The fourth division describes the mechanical means emr 
ployed in the treatment of dislocations, with the mode of ap- 
plying them. 

In the fifth part are detailed at length the metlioda of per- 
forming such operations as seem strictly to be included in the 
term "Minor Surgery;" these are the operations for bleed- 
ing, general and local ; the modes of effecting counter-irrita- 
tion ; — the methods of arresting hcemorrhage; the closure 
of wounds ; the introduction of the catheter, and the adminis- 
tration of injections. A few remarks on the mode of relieving 
pain during operations, and a short appendix of useful for- 
mula, close the volume. 



I 



Phil 



,, May, 1848. 
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MINOR SURGERY. 



PART I. 



The means era ployed by the surgeon in the treatment of 
the diseases to which he is ordinarily called, should first 
engage our attention : they are, in a measure, of a mechanical 
and chemical kind. This part of the volume will therefore bo 
devoted to the consideration : 

First. Of the instruments which it is most necessary to 
provide for daily use. 

Second. Of the materials employed for surgical dressings, 
and the mode of applying them, — including the use of water 
as a local application, and for bathing. 

Third. Of the means of purifying the atmosphere of the 
patient's apartment. 



CHAPTER I. 

ON THE INSTRUMENTS USED IN DRESSING. 

The instruments which the daily avocations of the surgeon 
call for are of various kinds. For convenience-sake they arc 
arranged in a "pocket-case." They may be multiplied 
according to the fancy of the surgeon ; but those which will 
be found most useful are, the dressing and dissecting forceps, 
a pair of scissors, bistouries, scalpels, a thumb-lancet, an 
abscess lancet, a director, probes, a tenaculum, curved needles, 
a porte-caustic, a double catheter, and ligatures. 
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The uses of the dressing forceps are 
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mcinifeat, i 

they very oftep are. 



jnoval of soiled dressings, covered, , - . 

with acrid and irritating secretions; in the loosetiing and 
withdrawal of decayed bone, and other foreign matters, from 
sinuses, deep wounds, and such points as aro of difficult accesa 
to the fingers alone. For such purposes the common disseet- 
ing-forceps will frequently answer. But the proper Dre»»ing- 
foreepg is of a more suitable shape, as illustrated by the ao^ 
companying drawing (fig. 1). A still better form is that 




I 



the French Pob/pus-foreeps, the blades being bent in front 
of the pivot, so that the instrument occupies lesd space in the 
wound or sinus, when opened than when closed. 

The aoisaora used by the surgeon may be straight or 
curved. 

There should be two bistouries in the pocket-case : a 
sharp-pointed and a probe-pointed. The circumstances in 
which eitch will be most advantageously employed, will rea- 
dily suggest themselves to the operator. 

There is great variety of opinion as to the best form and 



size for the ScalpeL Mr. Fergusson prefers one of the shape 
and dimensions indicated in the annexed drawing (fig. 2), the 
blade and handle together being about six inches long. Witi 
such a scalpel in his poctet-case, one may perform almost ai^ 
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Fig. 3. 




of the capital operations of surgery, so far as mere cutting is 
concerned. 

The director and the probes should be of silver, as being 
flexible, and less liable to be injured by contact with the 
various fluids with which they will meet, than if made of steel. 
The probes should be of various sizes, and one should be made 
with an eye in its flattened extremity, for the purpose of being 
armed, if occasion f equire, with a ligature, a skein of silk, or 
a piece of tape. 

The porte-caustic should be 
of platinum, as this metal best 
resists the action of nitrate of 
silver, which is the caustic ge- 
nerally carried in the pocket- 
case. The platinum cup may 
be fitted to a stem of wood, or 
it may be so made as to be re- 
ceived into a silver case ; the 
latter is the best arrangement. 
In addition to the lunar caustic, 
the surgeon will find it conve- 
nient, oftentimes, to have a 
crystal of the sulphate of copper 
in his case. 

The double catheter is made 
of silver, as is the common male, 
or female, catheter. It con- 
sists of three pieces, as repre- 
sented in the annexed drawing, 
(see fig. 3.) A, a straight tube, 
about five inches long, having 
at its upper extremity two rings 
firmly soldered to the tube at 
points opposite to each other ; 
while the lower extremity has a 
female screw-thread cut upon it, 
of half an inch in length : B, 
a beak, an inch and a half or 
two inches long, slightly curved, 
its lower extremity closed and 
rounded, while the upper end is provided with a mv^e screw. 
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correaponiiing with the female screw of the staff which Is ia! _ 
tended to receive it. Just above the lower extremity of this 
heali, two oval or rounded fenestrse are cut, one on each 
side, thus throwing open the cavity : C, another beak, about 
Beven inches long, having a curve similar to that of the or-. 
dinary male catheter, and ita upper and lower extremitieil 
adjnsted ns ore those of the shorter beak. By simplg 
screwing the short curved piece to the s^ff, we have an eloT 
gant female catheter; by similarly attaching the long curve! 
u male catheter. When in the pocket-case, the short beasj 
should be kept screwed to the staff. 

This instrument ia very well made by Mr. Warner of thi 
city, Commerce Street. The tube should be thicker i 
stronger than that of the ordinary catheter, and care sho 
be used that the joints be accurately fitted. 

The advantages of having so important an instrument aa 
this reduced to a form so portable, need not be insisted upon. 

In addition to the instruments above enumerated, the 
pocket-case may be made to include a spatula, a double canula 
with ita wire, a seton-needle, and a razor. Tliese, however, 
Hre not so essential elements of the case, as those before 
mentioned; generally they can be diapctised witb, or other 
instruments may well be used in their stead; and their preAj 
sence will render the pocket-case much more bulky ancT 
cumbersome. 

The blades of the bistouries and scalpels may be so i 
as, when not in use, to be concealed within the handle, ai 
blades of the ordinary pocket-knife; by this arrangemenl 
the edge of the instrument will be protected from injury. 



CHAPTER II. 

ON SURGICAL DRESSINGS. 

The various appliances used in surgical dressings may be 
thus enumerated: lint, cotton, tow, compresses of various 
kinds and forms, sponge-tent, setons, adhesive and other plas- 
ters, poultices, lotions, cerates, ointments, liniments, bandages, 
sponge, and apparatus of various kinds, more or less complex, 
for special purposes. Some description of each of these will 
be necessary. 

1. Lint is the soft fleecy substance obtained by unravelling 
old linen. It may be procured in the shops in the form of 
what is called " patent lint," or it may be prepared as required 
for use, by scraping, with a sharp knife, the surface of old 
linen, previously put upon the stretch. The linen selected for 
its preparation should be soft, from use and washing. As 
thus obtained, the lint is very light and delicate, and admi- 
rably adapted to absorb the secretions of parts to which it 
may be applied. The " patent lint" is sold in sheets or rolls, 
one of its surfaces is fleecy, the other is smooth : its texture 
is compact, certainly not nearly so porous as the loose lint ; 
hence it absorbs much less readily and freely than the latter. 
Both varieties of lint are applied dry, or covered with cerates, 
or saturated with some kind of lotion. 

The French surgeons employ an admirable sort of lint, 
which they term ^'charpie.** It is now very generally used 
in this city, and, indeed, throughout the country, when it can 
be procured. It is thus made : — linen, of a coarse or fine tex- 
ture, according to circumstances, is cut into small pieces, a few 
inches square, and its tissue completely unravelled, thread by 
thread. The coarser kind of charpie may be made of old 
table-cloths ; the finer sort of a lighter material. Velpeau 
gives a decided preference to charpie made of old linen, as 
being much more absorbent, and much less irritating, than 
that made of the new fabric. 

(Charpie of an excellent quality is made in this city by Mrs. 
8 * ( lii) ) 
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JoncB. soulliwCBt corner of Walnut and Juniper Htreeta, and ii 
kept for sale in many of tho apothecary shopa.) 

Lint, in ita vajioua forma, is used as a simple application to 
ulcerated or excoriated surfacca; to favour an equable and 
even prcaaure upon any part ; to prevent adhesion between tho 
walls of cavities, natural or accidental ; to absorb various ae- 
cretionB, and aa a vehicle by which medicinal applieationa may 
be made, when and wherever required. 

Various arbitrary terms have been applied to no leas arbi- 
trary forms, which lint, and especially charpie, may be made 
to assume, aa an element of surgical dressings. Thus, there 
is the plumasseau or pledget, the roll, the bullet, the mesh, 
the tent, the tampon, the pellet, kc. 

The PLUMASSEAU is prepared by simply folding, at the mid- 
dle, a sufficient number of the filaments of charpie, previously 
laid parallel to each other. For the sake of neatness, the 
ends of tho threads may be cut off evenly, or inverted, and 
the mass thus formed moulded by the handa to any shape, flat, 
round, circular, square, or oblong, to adapt it to particular 
parta. 

The ROLL is a mass of charpie, rendered cylindrical by the 
hands, and firmly tied at the middle. It is chiefly used to ar- 
rest hemorrliage, by pressure, from a deep-seated vessel, or to 
absorb the secretions from wounds or cavities. For conveni- 
ence in withdrawing the mass, the string, tied about the mid- 
dle, may be left attached at this point, and projecting from 
the orifice. 

The term bullet ia applied to a small maaa of charpie or 
common lint, rolled into the form of a small ball. A number 
of these may be advantageowaly used for the same purposes 
as the roll just deacribed. 

The MESH resembles the roll very much in its uses; ita 
fibres are left loosely floating, instead of being rolled together. 
It is sometimes employed in the treatment of sinuaea and 
fistulous canals, by being thrust to the bottom of such eavi- 
tiea, on the end of a probe, with the view of preventing their 
healing at the orifice. It may be introduced dry, or coveretl 
with some lotion or cerate, more or less stimulating. 

The TENT of charpie is made by twisting a certain amount 
of tbia substance into the form of a cone. For the purposes 
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for which a tent is generally required, it is very much inferior 
to the sponge-tent. 

The TAMPON is merely a large ball of charpie, or it may 
be a number of bullets. It is used in the plugging of bleeds 
ing wounds, &c. 

The PELLET consists of a ball of charpie or common lint, 
enclosed in a piece of soft linen, firmly tied. It may be used 
as a tampon. 

The good sense of the surgeon or dresser will enable him 
to employ these different forms of lint seasonably, or to 
invent others still better. 

2. Cotton may be used with advantage in many cases. 
Its cheapness — and the almost universality of its diffusion — 
are of themselves great recommendations, in connexion with 
its softness, lightness, and the porosity of its texture. It is 
sold either as *' carded cotton,*' or, in the form of "sheet 
cotton," in large sheets, of which both surfaces are smooth, 
more or less glazed, forming, as it were, thin pellicles, between 
which the true cottony mass is inclosed. As an application 
to secreting surfaces, it will be found to be less absorbent than 
lint, and probably more irritating. It is very much employed 
as a covering to extensive superficial burns, to protect their 
sensitive surface from the action of the air and other irritants. 
But when there is much suppuration or other discharge, the 
cotton, becoming more or less imbued with the secretion, is 
heavy and heating, and is readily displaced by slight move- 
ments of the patient, becoming rolled into hard masses. 
Probably every dresser has been often much annoyed, by the 
difficulty which he has experienced in removing from a large 
moist sore, these numerous indurated pellets of cotton, which 
sometimes adhere very tenaciously to the granulations. Its 
chief uses — and for these it is almost invaluable — are, to 
form a soft bed in which an injured part may be reposed, to 
prevent unpleasant pressure and excoriation from bandages 
and other apparatus, and to envelope parts, of which the 
natural temperature has become depressed. 

3. Tow is never applied directly to a secreting or abraded 
surface ; being too harsh and irritating. It is made use of 
in enveloping other dressings in cases of profuse discharges, 
as in compound fractures, suppurating stumps, &c. 

4. The COMPRESS is employed for a variety of purposes. 
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Ab tlie name imports, it vns at first user) to effect, or to fn 
cilitate, pressure upon any purt ; now, however, it hns acquiraJ 
a. wider application, heirig etjually adapted to the covering 
and protection of injnreil surfaces ; to retain other dreeeingn 
and to give regularity and symmetry to the form of a limSf 
Br of any othe^ part, to which a bandage is to be applied. 

Compresses may be made of various materials, as lined 
aiuslin, woollen fiibries, lint, cotton, tow, &c. When intendw 
for direct application to secreting surfaces, they should be 
of lint or soft linen, and applied dry or anointed. The ad- 
vantages of a flannel compress are, its elasticity, its warmth, 
and the readiness with which it imbibes any moisture of tht 
surface. The oheapneas of the different fabrics of ootid 
recommends them for many purposes; for wherever econon^ 
may be properly consulted, without conflicting with more h 
portant considerations, the surgeon, whether in hospitHl or i)| 
private practice, should not fail to he influenced by it i; 
choice of the material for hia dressings. Whenever a coiq 
press is to be employed external to other dressings, 
an uninjured surface, it may, as a general rule, he formed o 
cotton stuffs, as properly as of linen. 

For convenience, acciirncy, and neatness of applicatio^ 
compresses are made of divers forms and shapes, to suit p 
ticular cases and indications ; Velpeau's division is a very aiiri 
pie one, into the plain, the divided, and the folded. The nr 
Sinportant are, the square, the graduated, the perforated, anj 
^he split compresses. 

The square compress is sufficiently well described by ii 
lame, as are also the oblong and the triangular compressesfl 
' their size and thickness may vary a.t the pleasure of the surj 
1 i^eon, and with the requirements of each cage. 

The graduated compresses are so contrived as that thri 
shall present a gradually diminishing surface at the s 
as their thickness increases. 

The common graduated compress may be made by taking a 
dtrip of any material of the required width, and folding ii 
upon itself so that each successive fold shall he shorter thsfl 
the one whioh preceded it. By thus regulating the length ofl 
the folds at one end only, the single graduated compress ( 
made {fig. 4); by pursuing the same plan at both estremitioj 
the iloiible gniduuted eiimpross. The pyramidal compress 1^ 
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formed by piling anccesaively on each other pieeea of any n 
terial, of gradually and regularly dimi- 
nishing size, — of square, oblong, or circu- ^'°- *■ *''"■ ' 
lar shape {fig. 5). 

These varieties of the compreaa are 
useful when firm pressure, made gensrally 
with the aid of a bandage, or of the hand, 
is required upon some deep-seated point, 
as, for example, to arrest the cir'iula^ 
tion through a bleeding vessel. 

The perforated compress, as its name 
indicates, is one in which an aperture has 
been cut. The number, of such aper- 
tures m.iy vary indefinitely. A very ele- 
gant dressing to a suppurating surface cnnaists of a compress, 
or a simple piece of linen, perforated in a cribriform manner, 
and spread with cerate of some kind. The pus baa in thia 
way free escape, and may be absorbed by lint laid upon thia 
sieve-like covering. 

The chief varieties of the split compress, are the retractor 
of two and of three tails, and the Malta cross. 

The retractors are formed by making one or two longitudi- 
nal slits (aa two or three tails are required) in a piece of mua- 
lin three or four inches wide, and two and a half feet long. 
They are uaed in amputationa to draw up the soft parts, after 
the incision has been made, for the purpose of protecting them 
from the saw, while the bone is being removed aa high up as 
the incision of the soft parts will allow. The retractor of two 
tails is employed in amputations of the arm and thigh ; the 
other in the removal of the forearm and leg. In its applica- 
tion, the former is made to grasp the bone between its taila, 
which are then drawn upwards beneath the member, the body 
of the retractor being carried in the same direction along its 
superior face ; the soft p.arts are thus enclosed and shielded 
between the two.* In using the retractor of three tails, the 
iiiiildlo tail is thrust between the two bones of the leg, or fore- 
arm. 

To prepare the Malta cross, (fig. 6), take a square piece of 
linen or patent lint, of the required size, and fold it through 
the middle of one of its sides ; double the oblong thus formed 
upon itself through the centre of one of its longitudinal dia- 
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p nngle of the smaller square thus 
produced, (the angle at which the vi 
ous himihse composing the square are se- 
parable), make an incision along its oh- 
lique diameter, to within a short dis- 
tance of the opposite angle. Wben the 
square is re-opened, it will present the 
form of the Malta cross. It is used ss 
a direct application to stumps, having 
heen previously perforated at numerous 
points, and spread with cerate. 

The half Malta cross is made by fold- 
ing nn oblong piece of linen, or patent 
lint, through the middle of its longitudi- 
nal diameter, and continuing an incision from one of its free an- 
gles, along the oblique diameter, nearly to the opposite angle. 
Its uses are as those of the last described. 

5. Sponge-tent is prepared by thoroughly saturating soft 
sponge with melted beeswax, or gum tragacanth, and subject- 
ing it to pressure as it cools. It is employed for the purpose 
of dilating wounds, fistulous canals, &c., which it effects by 
imbibing moisture from the cavity, and thereby swelling. Tot 
use, a piece of the hardened mass of sponge is cut of the re- 
quisite size and form, and gently introduced into the cavity, 
where it may be easily confined by a piece of adhesive plaster 
stretched across the orifice. 

It is well to recollect that the prolonged retention of a 
eponge-tent, particularly in irritable patients, frequently ex- 
cites violent pain, swelling, and heat in the part, accompanied 
often with considerable fever. In such eases, these effects 
speedily disappear upon the removal of the tent, followed or 
not by the application of some soothing dressing, as warm 
water, or a, poultice. 

6. Setons are made of a variety of materials ; as of a stein 
of silk, a piece of linen tape, or a piece of ordinary soft linen, 
which has heen unravelled along its borders, 

7. Adhesive plaster, is composed of some substance or 
substances, possessed of tenacious or adhesive properties, and 
Riiseeptible of being spread upon linen, muslin, or some simitar 
material. 

The "emplastrum resina*," of the U. S. riiaruiacopoiia 



SURGICAL DRESSINGS. 35 

the one generally employed in this country. It is sold in the 
shops already spread upon linen or muslin. (The adhesive 
plaster made by Charles Ellis, of this city, is particularly ex- 
cellent.) 

Adhesive plaster is one of the most indispensable articles of 
dressing to the surgeon. Its uses are numerous. 

Its most frequent employment is in the approximation of 
the lips of wounds. For this purpose, the plaster should be 
cut into strips, varying in width according to circumstances, 
but, for neatness-sake, the strips intended for the same dress- 
ing should be of equal width. In cutting them, the sheet of 
plaster should be made tense by the hands of the surgeon and 
an assistant, while the former forces a pair of sharp scissors, 
without closing the blades, across the sheet parallel with the 
course of its threads ; in this, way the strips may be cut 
straight and very rapidly. 

For application, the strip should be warmed, by being held 
near a fire ; or, which is much better, by wrapping its un- 
spread surface around a vessel containing boiling water ; the 
wound having been carefully cleansed, and the surrounding 
surface washed and dried, and freed from hair, one extremity 
of the strip is placed upon the skin at a suitable distance 
from the edge of the wound, — the distance varying according 
to the degree of force which shall be requisite to retain 
the edges in contact, — the edges themselves are accurately 
approximated by the fingers of the dresser, and the strip is 
drawn across them, and pressed all along its course upon 
the skin. 

If the wound is so long as to require the application of two 
or more strips, spaces should be left between them, to permit 
the escape of fluid. 

The length of time during which the plaster should remain 
must vary in diflferent cases. Generally, the strips should not 
be disturbed until the wound has cicatrized, or until its edges 
are somewhat firmly agglutinated, unless they shall have be- 
come previously loosened from accidental causes, or productive 
of some unpleasant effect. 

In removing the dressing, the portions of the strip on each 
side of the wound should be raised alternately, and fresh 
pieces applied as soon as possible, if the same dressing is to 
be continued. Where a wound is traversed by more than 
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one strip, a fresh one should take the phico of cnch, as it i^W 
removed, before a second is withdrawn. This precaution ^H 
Tieccssary, in order that the delicate adhesions of the lips oFfl 
the wound ahal! not be destroyed or weakened. "fl 

Many years ago, Mr. Baynton, on English surgeon, recom- ' 
mended the employment of adhesive plaster in the treatment 
of ulcers. The plaster which he used wna composed of six 
drachms of resin melted with a pound of lead plaster. lie 
directed that the ulcer be first carefully cleansed, and the 
surrounding surface denuded of hair ; that adhesive strips, 
two inches wide, and of sufficient length to encompass the 
limb, and, in addition, to extend four or five inches over the 
edges of the ulcer, be passed around the leg, from an inch 
below to two or three inches above the sore, and with suffi- 
cient force to approximate slightly its edges, — each successive 
strip being in contact with that last applied ; that eompressea 
of soft calico be placed around the limb, and the whole enve- 
loped with a bandage from the toes to the knee. If there 
should he much heat or pain in the limb, cold water may he 
applied over the dressing. This treatment is best adapted to 
chronic indolent ulcers, attended with swelling and induration 
of the limb. As the tumefaction abates, the dressings are 
to be applied more tightly : they should be changed more or 
less frequently, according to the greater or less amount of 
suppuration, from twice in twenty-four hours, to once every 
three or four days. According to the experiments of Velpeau, 
Boyer, lloux, and others, ulcera are cured more speedily by 
this method of treatment than by any other ; walking about 
on the limb, moderately, facilitates the cure. Boyer found 
that the average length of treatment by this mode, calculated 
from a large number of cases, was twenty-six days; while, ac- 
cording to Ducbatelet, of 690 cases treated by the ordinary 
methods, the average duration of treatment was fifty-two and 
a half days. (Cutler, pp. 210, 211.) 

The ordinary adhesive plaster of the shops will very well 
answer the purpose of that employed by Baynton, Previous 
to its application, the limb, from the toes to within a feW J 
inches of the ulcer, should be enveloped by a roller, which HM 
to be continued over the whole leg after the other dressinglfl 
have been applied. 'J 

In the drawing, fig. 40, this method of treatment is illus^'l 
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trated, the upper part of the ulcer being purposely left ex- 
posed. 

The same plan of treatment has been extended, by Vel- 
peau, Boyer, and Roux, to all ulcers which have become 
atonic or chronic, and by the former of these distinguished 
surgeons, particularly, to burns (Velpeau, Mdd. Opdrat., 
vol. i., p. 257), and also to varicose and ganglionary tumours, 
&c., &c. 

M. Fricke, of Hamburgh, first called attention to the effi- 
cacy of compression, methodically and carefully made by 
strips of adhesive plaster, in the treatment of epididymitis. 
They may be thus applied : the scrotum should be carefully 
cleansed, and the hair shaved from it ; the testicle is then 
forced to the bottom of the sac, and the affected side of the 
scrotum, clasped just below the ring by the thumb and fore- 
finger of the left hand, is surrounded by a very narrow strip 
of plaster, which is then carried down over the scrotum in 
such a way as to apply itself neatly and smoothly to the 
skin ; successive strips are used, until the part is entirely en- 
veloped. The pressure should be moderate and regular. As 
the swelling subsides, the strips will of 
course become loose, when they may be re- 
moved, and fresh ones applied as before. 
If there be much pain, the employment of 
the adhesive plaster may be preceded by the 
application of leeches over the scrotum it- 
self, or in the groin. 

Chronic indurations generally of the 
testicle are very often removed or dimi- 
nished by this treatment. The annexed 
drawing illustrates this application (fig. 7). 

It will frequently be found that, after 
the removal of adhesive strips from the 
surface of the body, a portion of the ad- 
hesive matter remains upon the skin ; 
water alone will not easily remove it, but 
gentle rubbing with a sponge moistened 
with spirit of turpentine, will readily 
cleanse the part. The black discoloration 
often noticed is a matter of no consequence ; it is simply owing 
4 



Fig. 7. 
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to tha action of the matter of the secretions of tlie siirfaa 
upon the lead plaster. 

Several objections have been urged against the employ- 
ment of the common adhesive plaster; some of them are well 
founded, others not so. It sometimes, though by no meana 
usually, irritates the skin, producing an erythematous ioflam- 
mation, and oceasioniilly a papular or a vesicular eruption; 
this is particularly the case when the application is made to 
the skin of young children and infants. To avoid such in- 
conveniences, the "isinglass plaster" has been recommended 
as a substitute for the other. It is prepared by spreading 
upon oiled silk, or silk glazed on one side only, and on the 
unglazed side, a solution of Isinglass in Spirit (Liston). When 
dry, the silk may be laid aside until required for use, then it 
is cut into strips of the desired width, and its adhesive sur- 
face softened by the application to it of a hot moist sponge ; 
the strips are to be employed as directed for the ordinary 
adhesive plaster. The advantages of this preparation are, 
its cleanliness, its perfectly unirritating nature, and its trans- 
parency, whereby the surgeon is enabled to see the condition 
of the surface upon which it is applied, without removing 
the strips. It is, however, less adhesive than the common 
plaster; for, as has been well observed by Dr. Smith 
("Minor Surgery," p. 38), the warm discharges from the 
part to which the isinglass plaster is sipplied, Boften its mate- 
rial, aa did the hot moist sponge. Therefore, whenever con- 
siderable tenacity of adhesion is rccjui^ite, the ordinary plaster 
is preferable. 

(The isinglass plaster is made in this city by Mr. Hus- 
band, Apothecary, Spruce Street.) 

"CoLLODioN," an ethereal solution of gun-colton, will he 
found to be a very convenient adhesive material. To apply 
it, lay strips of muslin or linen across the wound, the edges 
of the latter having been accurately approximated, and satu- 
rate tht'ui with the collodion by the aid of a camel's-hair 
pencil. The strips should be made of some unglazed fabric, 
OS this imbibes the solution more readily and thoroughly than 
the glazed. 

In slight wounds the strips may oven he dispensed with, 
the liquid being merely painted over the surface, the edges 
nf the wound being held together until the collodion is dry. 
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The contractility of this substance is such that it has been 
recommended as a means of curing small ncevi, by the com- 
pression which it induces in drying. 

Various other plasters are frequently employed by the 
surgeon. 

The soap plaster — " Emplast. Saponis," — spread upon soft 
sheepskin, and then cut into strips, or into pieces of any 
shape and size, will be found oftentimes to answer a very ad- 
mirable purpose, in making pressure upon an enlarged joint, 
or an indolent tumour, &c., &c. It is very mild and unirri- 
tating, and preserves the integuments soft and moist, and is 
an excellent preventive of excoriation. 

The mercurial plaster is very commonly employed as a re- 
solvent of tumours, and other indurations. The belladonna 
plaster is an excellent anodyne application. 

Plasters should be smoothly and evenly spread on coarse 
muslin, or stiff brown paper, or, which is much the best ma- 
terial, on soft sheepskin. A piece of skin, or other material, 
should be cut of a shape suitable for application to each par- 
ticular part, and rather larger than the surface intended to 
be covered by the plaster ; a narrow strip of paper may be 
then pasted around its margin, and within the space thus 
bounded, the plaster is to be spread, after which the paper 
may be removed. In order that it may adapt itself smoothly, 
accurately, and neatly to the surface, it is well to make 
several slits from the margin of the plaster towards its centre. 

8. One of the most common articles of dressing, both in 
domestic and professional practice, is the poultice. When 
badly made, it is undoubtedly deserving of the abomination, 
with which it is so amusingly and feelingly regarded by Mr. 
Listen; but when properly prepared, and correctly used, it 
cannot, we think, be conveniently dispensed with for any 
other substitute whatever. 

The poultice should be always soft and moist, and these 
requirements should be kept in view, as far as possible, in 
the choice of the materials of which it is to be made. The 
substance which is to form its basis is generally in the form 
of a powder ; this should be stirred about with sufliciont water 
to give to the mass a soft consistence, yet not so moist as to 
permit the fluid to flow from it. The water may be cold or 
hot, according to circumstances, and may be best inccrpo- 
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rated witli the powder by adding sinnll portions of each It 
ternately and successively. The Bemi-solid mass thus pre- 
pared may be spread upon a. piece of musHn smoothly and 
evenly, by the aid of a wooden or iron spatula, or an ordinary 
table-knife ; it should be from a fourth to half an inch thick, 
and occupy just so much of the surface of the muslin as that 
the margin of the latter may be reflected upon it, all around, 
for the space of half an inch ; this latter arrangement gives 
to the poultice a very neat and elegant appearance, and fa- 
cilitates very much ils removal froiu the surface to which it 
may have been applied. 

Some surgeons prefer to protect the part from immediate 
contact with the poultice, by the intervention of a piece of 
fine cambric or gauze, previously laid upon the surface of 
the latter. For bo doing, they urge that, otherwise, portions 
of the poultice remain adherent to the skin or ulcer, after 
the mass has been removed, and are displaced with some dif- 
ficulty and occasional pain to the patient. If, however, the 
poultice has been properly prepared and applied, and not too 
long retained, this annoyance will rarely occur. Moreover, 
by thus covering the poultice, wo are deprived, in a great 
measure, of the benefit derivable from the direct contact of 
its materials with the affected part ; and this consideration is 
an important one oftentimes, as, for example, when the poul- 
tice is medicated; for, as Velpenu remarks, "poultices arc 
not intended to act merely as compresses saturated with warm 
water." Yet when the application is intended for the eye, 
or the neighbourhood of the nostrils or mouth, or when it 
contains ingredients which may be too irritating for the sound 
skin, it IB very proper to use the precaution alluded to. 

Generally, iho smearing of the poultice with oil, or grease 
of any kind, is unnecessary and objection able, 

In order to retain the warmth and moisture and aoFtness of 
the poultice »s long and as completely as possible, it should 
always be covered externally with a piece of oiled silk, or thin 
India-rubber oloth ; the unpleasant odour of the latter, how- 
ever, renders the first a preferable application. 

This dressing should be changed at least twice daily; and 
when the discharge is profuse, in warm seasons, when the 
poultice is very soon soured — or when the speedy production 
of suppuration, or the nliof of great pain is desired, the ap- 
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plicatioTis shoulil be renewed as often as every two or three 
hours, or even still more frequently. 

In removing it, the poultice should be gently drawn up by 
one side, and reflected upon itself gradually, until the whole 
is lifted up; if it adhere at any point, its detachment will be 
easily effected by allowing a little warm water to trickle, over 
the part ; before applying a fresh dressing, the surface should 
be carefully and gently cleansed. 

To retain the application in its place, a roller may be passed 
around it, extending a short space both above and below it. 
But it often occurs that the part to which the poultice is ap- 
plied, whether it be an irritable ulcef or otherwise, is too ten- 
der and painful to bear the agitation to which it must be sub- 
jected in the nse of the roller ; in such caeea the " bindnge 
of Scultetus" should be employed; thu"*. the entire dressing 
may be renewed witliout moving the suffering part 




Dr. Hays, of this city, is in the 
habit of making use of a bandage, 
,r cases, which may be con- 
sidered as a modification of the 
many-tailed bandage ; its simplicity 
and perfect adaptation to this and 
numerous other analogous pur- 
poses, renders it worthy of descrip- 

A piece of muslin more than 
wide enough to envelope the part, 
as the lej, for instance, and ratbor 
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longer than tho poultice, or oiher appliciition which it is iilB 
tendcil to retain, is out or torn, transversely from each mar- 
gin, leaving a central space entire, of Boiae few inches in 
breadth; this is kiii on the pillow or bed, and the leg, with 
the poultice applied, is placed upon it; then, comniencing 
from below, the tails, first on one side and then on the other, 
B.re alternately and successively brought over, as the strips of 
the bandage of Scultetus, and the last two tied in a single oi 
double bow-knot. This simple bandage will be found very 
useful in retaining blisters, cerates, or any similnr application, 
upon parts too sensitive to admit of much disturbance : figs. 
8, 9, exhibit this bandage, free, and applied. 

If the discharge is at all profuse, it should he absorbed as 
soon as possible by cotton, tow, or some similar substance, 
arranged to receive it. Thus if the arm be the part afl'eoted, 
it should be laid upon a pillow (the patient being in bed), pro- 
tected by a piece of oil-cloth, upon which some tow or bran 
has been placed ; the same disposition may be made with the 
leg; or this member may be conveniently put in a fracture- 
box filled with bran, or containing a pillow protected as be- 
fore. In order to preserve the bed-clothes from contact with 
the discharged matter, a semi-circular framework of wire or 
bamboo, should be thrown over the limb. (See fig. 10.) 

The material of which the poultice shall consist must vary 
with the indications to be fulfilled in each* case. It may be 
emollient, refrigerant, astringent, stimulating, or anodyne. 

The emollient poultice, as its name implies, is made of per- 
fectly bland and unirritating material. The materials of 
which it is usually prepared, are bread and milk, bread and 
water, and water with corn-meal, flaxseed meal, or slippery 
elm powder. Each surgeon, probably, has some fancy of his 
own with regard to what forms the best poultice, some pre- 
ferring this, some that material. Abernethy, who seems pro- 
foundly to have studied the philosophy of poultices, givea 
decided preference to the bread and water, and the fiaxsoed 
meal poultices ; after detailing the mode in which the latter 
should be prepared, he exclaims, rapturously : " When thus 
made, oh ! it is beautifully smooth ; it is delightfully soft ; it is 
warm and comfortable to the feelings of the patient." (South 'a 
" Uinta on Emergencies," p. 12,) 

The )iroad poultices, made either with milk or wa' 
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come dry and stiff sooner than those prepared with flaxseed 
meal ; the latter contains a considerable portion of oil, which 
imparts great softness to the mass when wet ; but it also '^ives 
it a not very pleasant odour, -and in warm weather, or when 
long in contact with an inflamed surface, it soon becomes 
rancid and irritating; upon some skins, moreover, it pro- 
duces a vesicular eruption. Perhaps the poultice least lia- 
ble to objection, is that made of the powder of slippery elm 
bark. 

The above-named poultices when applied cold may be 
termed refrigerant. An application of this kind may be 
prepared by employing a solution of acetate of lead, in the 
proportion of 3ij. or 3iij. to a pint of water, instead of simple 
water, in mixing the poultice. In order to increase their 
cooling effect, they may be applied without covering them 
with oiled silk or any bandage, so that evaporation shall be 
unchecked. It must be recollected, however, that although 
cold when first laid upon the part, they soon acquire the same 
temperature as the surface ; they require, therefore, frequent 
renewal. 

Astringent poultices may be made by incorporating any 
powder of astringent property, with some one of the mate- 
rials already mentioned. The substances most frequently 
used are powdered oak bark, galls, and alum. A very elegant 
poultice of this kind is prepared by rubbing up alum with the 
white of egg. 

Stimulating poultices are formed in the same way, by in- 
corporating stimulating substances with some sort of meal, 
and water. With this view the scrapings of carrot, or horse- 
radish, are employed. Solutions of chloride of lime, or of 
soda, of creasote, or of common soap, are often used ; or a 
poultice may be made of stewed onions. One of the best 
and most agreeable of the stimulating poultices is the cam- 
phor poultice, made by incorporating spirits of camphor with 
the meal or other substance used as the basis. It is particu- 
larly serviceable as an application to gangrenous parts, slough- 
ing ulcers, &c. 

The fermenting poultice is made by incorporating yeast, or 
porter, with corn meal, and is of great advantage in hastening 
the separation of gangrenous parts. A very common prepa- 
ration of this sort is the ordinary mustard poultice. These 



spplicatinns are employed wlieii a iIeciJ('d irritant or stimJH 
lating effect is indicnteit. ^M 

An anodyne poultice may be made by stewing bruiecH 
poppy-heada until they become somewhat soft and ndhesivtm 
or ine dregs of opium, left after the preparation of laQdaniim." 
nr this lirniid itself, may be mixed with meal ; or the bruised 
leaves of bellodonna may be moistened, and applied. Tha 
ieaves of the tobacco plant moistened, may be used in the 
same way, but tbcir application should be carefully watched, 
lest too grent prostration ensue. Hops, or chamom lie- 
flowers, entloscii in a flannel bag wrung out of hot water, or 
incorporated with meal or bran and hot water, form an ex- 
cellent anodyne poultice. 

Medicated poultices may be very elegantly prepared, hy 
making an infusion of the siibstance, whatever it be, which 
has been selected as a medicament, I'oppy-heada, the carrot, 
potato, horseradish, various astringent eubstanees, may be 
ainnnered for an hour or two in a closed vessel containing 
water, and the liquor, after having been strained, incorporated 
wif.h meal of some l^ind. (South, p. 11.) 

Mr. Liston, and some others, object altogether tn the use 
of ponlticea, proposing to substitute water, medicated or 
Simple, cold or warm. Tor this purpose, sonie one of the 
infusions above mentioned will answer very well. They should 
bo applied by means of linen, lint, or flannel, several times 
folded, and saturated with them, thus constituting fomenta- 
tions ; they should be kept constantly upon the part. To bo 
of real benefit, their employment demands assiduous and nn- 
intermitting care from the attendants, much more, indeed, 
than can be generally expected or obtnined, particularly in 
hospitals; this constitutes a serious objection to their being 
generally used as substitutes for poultices. Neither do they 
supply the same body of heat as the latter, when heat is re- 
quired. They are, however, more cleanly than the poultice, 
and this seoms to be their chief advantage — an important one 
traly. Where a cold application of this sort is desired to 
reduce the temperature of a part, the most effectual is 
pounded ice, with which" a bladder, or a bag of India-rubber 
cloth, may be partially filled : the temperature of the appli- 
in na low as S-l° F., so long as nnv pnrtiole 
.nmeltti!, afler whl.-h tlie wnter in the sac will 
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gradually acquire the temperature of the part to "which it is 
applied ; hence the bag must be examined from time to time, 
and the ice renewed when necessary. Sacks, intended ex- 
pressly to hold water, are made of thin India-rubber cloth ; 
one of these may be partially filled with water containing 
various saline substances which, during their solution, ab- 
stract its heat ; this forms a very good substitute for the 
bladder of ice, when ice cannot be obtained. One ounce of 
nitre, one ounce of sal ammoniac (chloride of ammonium), 
and half a pint of water, may be thus employed. (Thomson, 
" Management of the Sick Room," p. 277.) 

These applications, whether used in the form of poultice 
or of fomentation, fulfil a variety of indications. When 
employed warm, they relieve spasmodic pain, or sometimes 
continued pain ; produce or promote suppuration ; allay irri- 
tation frequently, and sometimes inflammation : diminish oede- 
matous enlargements, by promoting local perspiration, or 
transpiration ; induce resolution of acute or chronic inflamma- 
tions and indurations, &c., &c. When cold, they are more 
directly sedative, and are generally used to subdfte inflamma- 
tion, or to overcome muscular action, or the tonic rigidity of 
tissues, as in the reduction of hernia. It must, however, be 
borne in mind, that the effects of these applications vary 
much in different individuals ; thus in some, a warm poultice 
or fomentation, will resolve a phlegmon which presents, as 
nearly as can be judged, the same condition as one which, 
in other individuals, is most relieved by cold. The feelings 
of the particular patient should be consulted, to enable the 
surgeon to determine when one mode of treatment should be 
substituted for, or even be used instead of, the other. 

In enumerating the circumstances to which these dressings 
are particularly applicable, it is hardly necessary to remark 
that the substances with which they may be medicated will 
modify accordingly their general action. 

Within the last two or three years, an article of English 
manufacture, called ^''Spongio-Piline^'* has been introduced 
to the notice of the Profession, and recommended by the sur- 
gical staffs of several of the London Hospitals. It is also 
used to a considerable extent in the Massachusetts Genera' 
Hospital, in Boston, and perhaps elsewhere in our own 
^ country. 
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It is in ahrets, three-fourths of an inch to an inch in i 
reas, looking very tuiich like a. smoothly-cut slice of sponge, 
one surface being covered with a sort of glazing of India- 
rubber. 

It imbibes water very freely, and the glazed surface pre- 
vents evaporation, as a piece of oiled-silk when laid upon a 
poultice. When wet it is not too heavy to be comfortable. 
The Hdvantages claimed for it are its durability, its capability 
of being washed, and thus answering for different patients; 
and its cheapness, as compared with the cost of the materials 
of which poultices are miide, or of those used in the prepara- 
tion of fomentations; it being remembered that the same 
piece of Spongio-Piline will last, as it is said, a very conBi- 
rierable time, and be serviceable to a number of patients. 
This last claimed advantage is, we think, of qaestionable 
reality ; for there would certainly be, to say the least, great 
probability that by thus preserving a piece of dressing as a 
eort of heir-loom, various inconveniences and dangers would 
arise from the transference from person to person of irritating, 
offensive, or inoculable matters. To furnish a piece of fresh 
"Spongio-Pilino" to each hospital -patient who required an 
emollient application, would be a very expensive charity. 
Having, by way of experiment, applied a piece of this article, 
saturated with warm water, to our own person, we confess 
that the effect was less agreeable than that produced by a 
well-made poultice or a fomentation. 

9. LoTiOKS are composed of water variously medicaled. 
They are usually applied upon some soft porous material, 
as lint or folded linen ; they maybe used tepid or cold ; in the 
choice of temperature, the feelings of the patient may be very 
properly appealed to by the surgeon. If a refrigerant effect 
is desired from the wash, it should be applied upon a single 
fold of lint, or linen, and left exposed, or but alightly protected, 
BO that evaporation may not be interfered with ; where such 
an action is not called for, several folds of the porous sub- 
Btance should be laid upon the part and covered by a piece of 
thin oiled-silk — the whole to be retained in the manner alluded 
to with regard to the poultice. 

As a general rule, lotions should be employed preferably 
to cerate.^ us being more cleanly, and not liable to become-. ■ 
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irritating from high temperature of the part, or season of 
the vear. 

Formulae for several lotions will be found at the end of the 
volume, with the uses of each. 

10. "Cerates are unctuous substances, consisting of oil 
or lard perfectly fresh and sweet, united with wax, sperma- 
ceti, or resin, to which various medicaments are frequently 
added. Their consistence, which is intermediate between that 
of ointments and of plasters, is such that they may be spread 
at ordinary temperatures upon linen or leather, by means of 
a spatula, and do not melt or run when applied to the skin/' 
(U. S. Dispensat.) They are used as applications to abraded 
or ulcerated surfaces, and their composition is varied for 
adaptation to each case. 

11. " Ointments are fatty substances, of the consistence 
of butter, such that they may be readily applied to the skin 
by inunction." (U. S. Disp.) They are simple, or com- 
posed of various medicaments. The ointments, as well as the 
cerates, are easily affected by a high temperature, becoming 
rancid and unfit for use. They are usually applied upon the 
sound skin. 

A number of ointments and cerates, such as have been 
found useful, are given at the end of the book, with their par- 
ticular applications. 

12. Liniments are intended for application to thi unbroken 
surface, by friction with the hand, or soft flannel. Oil should 
constitute the basis of the liniment, and with it may bo con- 
joined a variety of modifying ingredients, so that it may bo 
rendered soothing, or irritating, as required. 

The reader will find formulae for the preparation of many 
very serviceable liniments, at Uie latter end of the volume. 

13. The Sponge, though it is not chiefly used as an article 
of dressing in surgery, is of such essential importance to the 
surgeon, that a few words concerning it will be proper. 

The common sponge, as found in the shops, is too full of 
gritty particles to be fit for surgical purposes. It may be 
sufficiently well prepared for ordinary uses, such as the 
cleansing of uninjured surfaces, by maceration in boiling 
water, and subsequent beating, until the sabulous or calcareous 
particles are generally removed. But for nice purposes, as 
the washing of inflamed or ulcerated surfaces, still farther 
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preparation is requisite ; after liavin^ been treated as above, 
it should be macerated in water acidulated with about ono- 
thirtieth of its bulk of chlorohydric acid ; dried and beaten 
again, and then bleached by exposure, when moist, to the 
vapour of chlorine, or some other decolorizing agent. It is 
now soft and clean. 

Bandages and the variety of apparatus employed in the 
treatment of surgical diseases and injuries, will be considered 
hereafter. 



CHAPTER III. 

GENERAL RULES FOR DRESSING. 

If a surgeon is called upon to attend to an injury just 
occurred, he should take a rapid, yet careful, observation of 
the patient, in order to ascertain the condition of his strength 
and mental functions, and to discover if there be any circum- 
stances calling for prompt attention previous to the systematic 
application of a dressing. Thus, if there be much prostra- 
tion present from any cause, fresh air and cold water should 
be freely employed to revive the patient ; or a little wine and 
water, with or without laudanum, should be administered; 
and all obstacles to free respiration, such as a cravat, a tight 
vest, pressure around the abdomen from tight pantaloons, 
should be at once removed. If there be an external wound, 
it should be immediately examined, and prompt measures taken 
to arrest hemorrhage, if any exist. 

As soon as these preliminaries have been attended to, the 
surgeon may proceed to the regular application of the dress- 
ing, as in an ordinary case where no such emergencies present 
themselves. 

Having first arranged such articles of dressing as are 
likely to be needed in the case under consideration, and con- 
veniently disposed of the necessary instruments, (all useless 
display being avoided, as being not only uncalled for, but 
positively annoying to the patient,) — and having at command 
sponges and towels, and one or two basins of warm water, 
the surgeon should expose the diseased or injured part. In 
doing this, great care and the utmost gentleness should be 
observed ; if the patient be dressed, and the aflfected part, 
as, for example, the arm or leg, be very sensitive and painful, 
the clothes should be removed by ripping them along a seam, 
rather than be drawn oflf in the usual manner ; and any ap- 
plication which may have already been made must be with- 
drawn with the same care, so as not to inflict any unnecessary 
suffering. 

6 (49) 



48 SURGICAL DRESSINGS. 

preparation is requisite ; after having been treated as above, 
it should be macerated in water acidulated with about one- 
thirtieth of its bulk of chlorohydric acid ; dried and beaten 
again, and then bleached by exposure, when moist, to the 
vapour of chlorine, or some other decolorizing agent. It is 
now soft and clean. 

Bandages and the variety of apparatus employed in the 
treatment of surgical diseases and injuries, will be considered 
hereafter. 



CHAPTER III. 

GENERAL RULES POR DRESSING. 

If a surgeon is called upon to attend to an injury just 
occurred, he should take a rapid, yet careful, observation of 
the patient, in order to ascertain the condition of his strength 
and mental functions, and to discover if there be any circum- 
stances calling for prompt attention previous to the systematic 
application of a dressing. Thus, if there be much prostra- 
tion present from any cause, fresh air and cold water should 
be freely employed to revive the patient ; or a little wine and 
water, with or without laudanum, should be administered; 
and all obstacles to free respiration, such as a cravat, a tight 
vest, pressure around the abdomen from tight pantaloons, 
should be at once removed. If there be an external wound, 
it should be immediately examined, and prompt measures taken 
to arrest hemorrhage, if any exist. 

As soon as these preliminaries have been attended to, the 
surgeon may proceed to the regular application of the dress- 
ing, as in an ordinary case where no such emergencies present 
themselves. 

Having first arranged such articles of dressing as are 
likely to be needed in the case under consideration, and con- 
veniently disposed of the necessary instruments, (all useless 
display being avoided, as being not only uncalled for, but 
positively annoying to the patient,) — and having at command 
sponges and towels, and one or two basins of warm water, 
the surgeon should expose the diseased or injured part. In 
doing this, great care and the utmost gentleness should be 
observed ; if the patient be dressed, and the aflfected part, 
as, for example, the arm or leg, be very sensitive and painful, 
the clothes should be removed by ripping them along a seam, 
rather than be drawn oflf in the usual manner ; and any ap- 
plication which may have already been made must be with- 
drawn with the same care, so as not to inflict any unnecessary 
suffering. 
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The affected part and the Burroumling surface Bhould now 
be cleansed as perfectly as can be effected, without too much 
pain, by means of a sponge and castile-soap and water ; in ad- 
dition, if there be a wound, or if it be deemed advisable to ap- 
ply adhesive piaster, the surface should be denuded of hair, 
either by using a razor, or, which will answer equally well, a 
sharp scalpel. 

If there be hemorrhage to any notable amount, it should be 
arrested at once, by means of ligature or the application of 
cold, or some styptic ; or if it be very slight, a momentary ex- 
posure to the air may control it ; or, finally, the surgeon may 
trust for its arrest to the pressure of the dressing which he is 
about to apply. 

In the choice of the latter, the surgeon will, of course, con- 
sider the indication to be fulfilled in each particular case as 
of paramount importance ; but it should also be borne in mind 
that, lightness, freedom from any undue heating qualities, and 
cletoliness, are also essential to the perfection of a dressing. 
The retaining bandage should be such aa may he applied and 
removed with aa little difficulty and annoyance to the patient 
as is consistent with its special object, and all unnecessary 
pressure and envelopement are to be deprecated. 

After the dressing has thus been completed, the patient, or 
the particular part involved, must ho placed in such a position 
as will most conduce to his comfort and security. Generally, 
1 dependent position is to be avoided ; to prevent it, pillows 



may be plai 
it be the arm, i 



iath the limb, if the leg be involved, or, if 
J may be used to support it. 

The surface mny be protected, 
when necessary, from the pressure 
of the bedclothes, by placing over 
it an arch made of two semi-circles 
of hoop crossed upon each other, or 
of wires, or bamboo, fixed in » 
frame (fig. 10), 

The dressing should be disturbed 
as little and as seldom as is consist- 
ent with the successful treatment of the case; all unnecessary 
renewals should he avoided. Generally, a dressing should 
not be renewed, or removed, so long as the fii'st remains in 
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place, is clean, free from unpleasant smell, and is comfortably 
borne, and so long as no new and untoward symptom has 
occurred. 

All soiled dressings of every kind, the sponges, basins, and, 
in short, every thing which mars the cleanly appearance of the 
sick-room, or vitiates its atmosphere, should be removed as 
quickly as possible, and the bedding and clothing of the pa- 
tient be kept clean and well arranged. 



lANE umm. '^mi^'^^^^ 




ON THE USB OP WATEB. 



The various modes in which water is made nae of ae a u 

ilicinal agent, hy the snrgeon in his daii;^ duties, constitute & 
very important Bubject for study; and one to which a few 
pnges may profitably be devoted in a treatiBO on Minor Sur- 
gery, A brief cod si deration, tlierefore, will be here entered 
into of Irrigation; the i>oitcAe ; the Water and the Vapour 
Bathe, and finally the subject of Fumigations will be noticed. 
The best modes of insuring purity of the atmosphere of a sick- 
room, or of a hospital ward, will also be briefly alluded to. 



SECTION I. 



IRRIGATION. 



The surgeon has a very admirable substitute for the r 
gerant poultice in Irrigation, whereby the part may be kM 
constantly bathed in cold water of an uniform temperatm 
The water may he simple, or medicated by any of the SQ 
stances before enumerated, or others similar. The same plan 
might be used to insure a hot or warm fomentation, if the fluid 
could be maintained at one and the same temperature, but 
this would be attended with so much difficulty, that it would 
scarcely he prudent to attempt it ; since the alternate chilling 
and heating, to which the part would be esposed, from succes- 
sive changes in the thermometrjcal condition of the water, 
would be productive of serious inconveniences and dangers. 

The simplest method of effecting irrigation is, to cover the 
part with folds of soft linen, or lint, previously moistened, and 
to conduct a constant current of water to it through strips of 
linen, or cotton wick, from a reservoir, ai?, for example, a ba- 
sin placed at some convenient point. In order that the clothes 
of the patient, or his bedding, he not wetted, the part, — aa a 
(52) -" 
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limb, — should be kid upon a pillow protected by a piece of 
oil-cloth ao arranged as to form a sort of gutter, or funnel, 
along which the water may pass and fall into another reser- 
voir placed beneath it. M. Yelpeaa employs an apparatus, 
to fulfil the same purpose, which poHseases this advantage, viz., 
that by it the amount of water and the force of the stream can 
bo accurately regulated at pleasure, by turning a stop-cock. 
The aonesed figm-e, (fig. 11,) taken from M. Velpean's work, 




(M^d. Op^rat. i. 265,) sufficiently explains the apparatus 
which be usee. 

The very great benefits derivable from the free and constant 
use of cold water in various surgical as well as medical dis- 
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eases, have been known for ages ; from lime to time, howevd 
it baa been neglocted, and again invoked : it is now, once more, 
resorted to, in tbe manner just described. It is pnrticularlj 
applicable to the early treatment of severe contused and lace- 
rated wounds ; sprains ; simple contusions ; dislocations, accom- 
panied by much pain after reduction, and many other painful 
injnriea and diseases of the joints ; phlegmonous inflammation ; 
some varieties of painful ulcers, &c., &c. (MM. Velpeau, Be- 
rard, Malgaigne, South's Ed. Chelius, &c., &c.) The feelings 
of the patient should be consulted, in determining the propriety 
of continuing or relinquishing tbia plan of treatment. It 
should be discontinued, or at least suspended, if it increase thi 
pain which it was intended to relieve, or induce sensations 
md discomfort. 



SECTION II. 



THE DOCCnB 



Anotber, and a very beneficial mode in which water, eithi 
warm or cold, may be applied to tbe surface of the body ' 
by the douche, which consists of a column of water varying 
in volume, made to fall upon the body from a greater or less 
elevation. Two series of phenomena attend the action of 
tbe douche: the immediate effect, or the shock, and that 
■which follows it, or tbe reaction. The intensity of these 
vary according to the temperature of the water, its volume, 
and the height &om which it falls; so that by regulating 
these circumstances, the peculiar effect to be derived from 
the douche, in each case, may be obtained. The primary, or 
direct" result of the cold douche is sedative; but, in ordinary 
caaes, the nervous system more than recovers from its tem- 
porary depression, and an excitement ensues. This depri 
sion may be prolonged, and tbe period of excitement pi 
poned, by gradually increasing the mass of water which fall 
upon the surface, or the force with which it descends, or the 
height of the column, or finally, by gradually lowering its 
temperature; and by combining all these modifications, n 
still greater eff'ect will enane. These circumstances should 
be attended to, therefore, where a sedative influence is 
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quired. So soon as a certain amount of depression occurs, 
the action of the douche may be suspended, and again re- 
sumed when reaction commences, as indicated by the return 
of the previous temperature, colour, and fulness of the part. 
This alternate action and suspension of the agent may be 
continued so long as may be indicated. After the douche, 
the surface should be gently dried by the application of a 
soft towel, so as not to excite a glow. After successive and 
repeated employment of the remedy, as above recommended, 
it will generally be found that reaction does not occur, or 
that it is very moderate and within bounds. 

The warm douche is productive of less depression, and the 
reaction is proportionally less in degree, than when the cold 
is resorted to. Generally, the warmer the water, other cir- 
cumstances being equal, the less the effects, both primary and 
secondary. 

To constitute the cold douche, the temperature of the water 
should be about 40° F., rarely lower ; that of the warm douche 
may very well be borne as high as 180° F. (Thomson, op. 
cit. 289.) The duration of their employment must vary very 
much ; in this respect the condition of each patient at the time 
must be the criterion. 

The water used for the douche is rarely medicated, except- 
ing by the addition of salt or of sea-water. 

The douche is especially applicable to cases in which it is 
desirable to invigorate the vital functions, generally, or to in- 
crease the tone of particular parts or organs. 

In cases of considerable general debility, the system may 
not be able to react sufficiently if the cold douche is employed 
at first ; here it is best to use the warm water, and gradually, 
on successive occasions, to lower the temperature of the douche, 
as the individual may have become stronger. When carefully 
employed in this way, it is one of the best general tonic reme- 
dies which can be made use of. 

In local paralysis its good effects are very manifest ; as, for 
instance, when directed upon the lower part of the spine, in 
cases of paralysis, partial or otherwise, of the sphincter mus- 
cle of the anus, or neck of the bladder ; in a similar condition 
of some of the voluntary muscles, as of the deltoid, resulting 
from an injury to the muscle itself, the douche should be di- 
rected upon the particular part. When the loss of power is 



more general, the effect of lesion of one of the central organs 
of the nervous system, it is advisable not to employ tlija re- 
medy until all the active symptoms of such lesion shall have 
been removed : such cases demand great watchfulness on the 
part of the surgeon. 

The simplest mode of applying the douche is to pour the 
water from the nose of a teapot, or pitcher, from some conve- 
nient height; if a large stream is desired, a basin or a bucket 
can be employed. The shower-hath is a common name for a. 
variety of the douche. It is made in numerous ways. A very 
simple form, and one which is very convenient for surgical 
purposes, particularly in young patients, "consists of a hollow 
vessel made of tin, with a perforated bottom. The body of 
the vessel is of a bell-sbape, with a hollow tube rising from the 
top, (6) and terminating in a broad perforated rim.(c) When 
the bath is to be used, it must be sunk in a bucket of water, 
until it is completely submerged ; the air is tlius driven out of 
the bath, which is filled with 
water. The thumb of an at- 
tendant ia tiien to be placed 
upon the orifice in the centre 
of the rim, (c) and the bath 
raised from the bucket of wa- 
ter. The pressure of the air 
upon the holes in the bottom 
retains the water in the batb, 
and on raisiug the thumb from 
the upper orifice, the water is 
rapidly discharged." (Fig. ]2.) 
Portable shower-baths, holding 
from a quart to a gallon or 
more of water, are now made 
so that the patient may hold 
the vessel himself above his 
>iead, an 1 liaebarge the water by raising a valve with bis fin- 
ger Ihe shower bath may act on the whole surface, or upon 
a single part which is alone exposed. After its use, the body, 
or the parts which have been wet, should be thoroughly dried 
by friction with a towel, and the person covered as soon as 
possible. The best time for making use of the shower bath, 
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or Ae doache, if other circumstances will permit, is probably 
soon after rising in the morning. 



SECTION III. 
BATHING. 

Bathing forms a very important item in the treatment of 
many snrgical diseases, so that a brief consideration of it wil 
not be oat of place here. 

Baths are of water, simple or medicated, and of vapour, — 
of water, or of some medicinal substance ; or, again, it may 
be a simple air-bath ; the latter is not much resorted to as a 
remedial agent. 

The water-baths are of most frequent use. For conve- 
nience-sake, they may be classed as the cold (temp. 33° to 
60° F.) ; the cool (60° to 75°) ; the temperate (75° to 85°) ; 
the warm (92° to 98°) ; and the hot (98° to 112°). (Forbes, 
art. "Bathing," in Cyclop. Pract. Med.) The thermometer, 
though answering very well as a general index of the tem- 
perature of the bath, is really a very arbitrary guide in pre- 
paring baths for particular individuals; since a degree of 
temperature which one person may consider "warm," or 
" temperate," may to another be disagreeably cold ; the feel- 
ings of the patient, guided by the judgment of the attendant, 
constitute a much more rational and a safer guide. 

As in the case of the douche, two series of effects are ma- 
nifest when one takes a bath : the primary and the secondary. 
These vary in degree, with the temperature of the water. 
The greater the difference between the temperature of the 
bath and that of the body, the more marked will be the im- 
mediate effects, or the shock ; and these will be depressing, or 
stimulating, as the temperature of the water is below or 
above that of the surface, and proportionally so. A cool, 
and still more a cold, bath produces directly a sedative or 
depressing effect ; but in the course of a few minutes, unless 
the patient be very feeble indeed, the system recovers from 
this, and an excitement, proportioned to the previous de- 
pression, takes its place. This condition continues a longer 
or shorter time, and a second stage of depression ensues* 



from which renction does not occur, ho lon^ as the individual 
ia exposed to the same temperature. After the patient is 
removed from the hath and properly attended to, the excite- 
ment continues for a time, and then gradually the system re- 
ocquires its former standard, or retains permanently a mode- 
rate elevation. i 

A hot bath produces immediately an excitement of tha; 
system, as indicated by fulness of the superficial vesseU, 
Bushing of the face, increased force and frequency of the 
heart's action, throbbing of the vessels of the head and neck ; 
the latter phenomena are sometimes so strongly manifest as 
to require the employment of cold applications to the head, 
and even the use of the lancet. Soon, however, either with 
or without the aids just mentioned, perspiration breaks out 
very freely upon the face, the excitement of the heart sub- 
sides, and the patient becomes more and more relaxed, and 
not unfrequently faints ; this condition of relaxation continues 
for a considerable time after the bathing has ceased. 

The warm bath generally produces a soothing, tranquil- 
lizing influence, allays restlessness, assuages pain, and often 
induces delightful sleep. The excitement which it causes is 
very moderate, and if used permanently, it may be considered 
an excellent tonic, as is the cool or cold bath, under proper 
regulations. 

Bathing ia, therefore, applicable to a variety of 
diseases. As a calmative agent, it is employed in numeroTM 
Eubacute inflammations, in many diseases of the skin, &c., &c. 
As a tonic, it is applicable to cases of general or local debility ; 
as a stimulant, to the same sorts of complaints ; as a depress- 
ing remedy, it is often made use of to overcome violent pain, 
spasmodic muscular contraction, as in the reduction of dislo- 
cations, to allay spasm of the neck of the bladder, to aid in 
the return of a hernial protrusion, and the like. 

In giving a bath, the water should be preserved, as far as 
possible, aC the same temperature throughout its use. When 
the bathing is completed, the individual should be carefully 
rubbed dry with towels, and protected from exposure to a 
current of air. 

Common sense will snggest at the time some apparatus 
suitable for the administration of this remedy; if possible, 
it should be liirge enough to contain the entire person, but in 
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the absence of such a convenience, a common water-cask 
might be employed, or a washing-tub ; — care being observed, 
if the bath be warm, to protect, by a blanket, such portion 



FiQ. 13. 




of the surface as may be uncovered by the water. Dr. 
Thomson (op. cit., p. 296) has contrived a very convenient 
apparatus for bathing ; he thus describes it : — " It consists 
of a hammock (a) of Macintosh's cloth, which is extended 
upon two long poles (66), passed through a broad seam on 
each side of the hammock, and kept asunder by the cross 
pieces {c c\ which are attached to the poles by the thumb- 
screws (c? d d). At one end of the hammock is an air-pillow, 
which can be readily blown up ; and below it, is a flexible 
tube (/), made of the same material as the hammock, by 
which any water it may contain can be readily drawn off. 
When the poles are fixed, as in the above figure, and the 
open end of the flexible tube is twisted around one of the 
thumb-screws, the bath is ready to receive the water. It may 
be supported upon two chairs, or upon folding tressels {e e). 
The advantage of this bath is, that it requires a very small 
quantity of water compared to that demanded for other 
baths ; that it requires no sheet for the bather to rest upon ; 
and, when the bathing is completed, the poles and the folding 
tressels can be placed aside in a small closet, or in the corner 
of a dressing-room, and the hammock, when dried, put into a 
drawer." This apparatus will be found very convenient on 
board ship, or in camp, where convenience in transportation 
and economy of space must be consulted. (Fig. 13.) 

Partial baths are very often used, and are of great service 
in many cases. Thus the pediluvium, or foot-bath, may be 
the means of efiecting powerful and efficient derivation from 
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the head, and of inducing a considerable degree of relaxation 
of the whole frame. An ordinary bucket may be partially 
filled with water of aa high a temperature aa the patient can 
bear, rendered more powerful, if desired, by the addition of 
mustard-flour or cayenne pepper, or some liquid stimulant ; 
the patient may sit up in a chair, while the feet arc in the 
water, or he may remain in bed, with bis limbs projecting 
over its edge into the bucket whicli is supported upon a chair 
conveniently placed. He should be well wrapped up during 
the process ; from time to time, portions of water should be 
withdrawn from the bucket, and hot water added. The bath 
may be continued for fifteeo or twenty minutes, or longer. 

The Lip-bath furnishes a very conve- 
^"'- 1^- nient and powerful means of acting upon 

the lower part of the spinal marrow and 
the pelvic organs. It may be very well 
taken in a vessel, of which the annexed 
drawing illustrates the form ; it lias the 
important advantage of well supporting 
the back, while the patient ia in the sit- 
ting posture. (Fig. 14.) 

Batha are variously medicated to suit 
particular indications ; several of such 
modifications will be given at the end of the volume. 

The VAPOUK BATH may be made to answer many of the in- 
dications fulfilled bv the water hath ; its general effects are 
very similar. The intensity of its action varies much, accord- 
ing as it is allowed to act upon the surface merely, or aa it ia 
inhaled also. Dr. forbea, (art. "Bathing," op. cit.) gives the 
following comparative statement, by whicli it is supposed that 
the vapour bath produces ofi'ects o(jual to 

TiiB topid bath, &t 85°— 92°, its g 
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Their administration is very simple, and is attended with 
less inconvenience, oftentiraea, than the use of the water bath. 
The readiest mode of giving a vapour bath is to seat the pa- 
tient upon a chair, and at his feet place the vessel of water 
sufficiently heated ; surround the whole, — patient, chair, and 
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water, — with a blanket, or a mantle of waxed or oiled cloth, 
or of India-rubber cloth, which may envelope the head, if it be 
considered advisable that the vapour be inhaled, or simply en- 
closing the neck if otherwise ; to keep the water at a proper 
temperature, a heated brick may be immersed in it, or the 
vessel placed upon it, from time to time, as required by the 
lowering temperature of the fluid. If the patient remain in 
bed, a flexible tube can be easily introduced beneath the bed- 
clothes, communicating with the interior of a vessel, as an or- 
dinary tea-kettle, in which vapour is being generated : or a 
pUte containing the fluid and a hot brick may be placed in 
the bed, and an arched framework thrown over it to protect 
the bedclothes. 



SECTION IV. 
ON FUMIGATIONS. 

When solid substances are vaporized, and thus made to act 
upon the surface, as medicinal agents, the process is called 
Fumigation^ and is effected by placing the substance to be 
used in contact with a body heated at a sufficient temperature, 
and so arranging the position of the patient as that the fumes 
may come in contact with his surface. The arrangements 
recommended above in the application of the vapour bath may 
be employed likewise in fumigating ; the same, or even greater, 
care being observed to protect the air-passages, if the fumes 
are irritating, or not intended to be inhaled : again, a large 
box, or a hogshead, may answer very well, being so contrived 
as that the head may be guarded against the vapour. 

The articles most frequently employed in fumigating the 
surface, or a particular part of it, — are sulphur, nitre, cinna- 
bar, arsenic, benzoic acid, chlorine gas, nitrous acid, &c., &c. 

Vapours, whether by the vapour bath, or by fumigation, are 
chiefly employed in affections of the skin, some forms of chro- 
nic rheumatism, periostitis, and the like. 
6 
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DISINFECTING 



A pure atmosphere is one of the most important requisites 
ia the treatment of disease, and it is one which, in surgical 
practice particularly, is difficult of acquisition oftentimes. It 
becomes necesBary, therefore, that the BUrgeon should devote 
some attention to this matter. 

The method which suggests itself most naturally to the 
attendant is, to effect as perfect ventilation as circumstances 
will permit. For this purpose, some method should he 
adopted whereby the air in the patient's apartment shall be 
frequently renewed by the introduction of fresh air from 
without, displacing that within the room. When the tempe- 
rature is such as to admit of keeping a fire in the chamber, 
the Titiflted atmosphere will ascend freely through the 
chimney, thus allowing pure air to take its place ; but in 
warm weather this source of purification is cut off, and the 
surgeon is obliged to rely chiefly upon the windows and doors, 
as affording avenues through which an interchange may be 
effected of the air within and without. This mode of purifi- 
cation may be much aided by the use of various disinfecting 
agents, which neutralize, more or leas, the exhalations and 
effluvia within the sick-room. Of these, the various sub- 
slancea which contain chlorine are most in use. They pro- 
bably produce their effect by the liberation of chlorine gas, 
which combines with the offending gases. The chlorides of 
calcium and of sodium are the compounds generally employed 
as disinfectants ; they are used in a solid state, placed in 
different parts of the room, in some suitable dish, and kept 
moistened with water, or with dilute sulphuric acid, which is 
still better; or they may be rendered liquid for application to 
the surface of the body and to the bedclothes of the patient. 
The liquid chloride of calcium may be prepared thus : — 
Introduce into a common glass retort fourteen parts of black 
oxide of manganese, six parts of chloride of sodium, the same 
proportion of sulphuric acid, and twelve parts of water. The 
chlorine gas will be evolved without the aid of beat applied. 
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and should be transmitted through a tube attached to the 
neck of the retort to the bottom of a vessel filled with a satu- 
rated solution of lime, until the evolution ceases. The water 
thus impregnated should be diluted with about forty parts of 
fresh water, for ordinary use. 

The liquid chloride of sodium is prepared in the same 
manner : a solution of one part of sub-carbonate of soda, in 
twenty parts of water, being substituted for the lime-water^ 
The solution should be diluted with about thirty parts of 
water. These liquids are sprinkled upon the patient's clothes 
and bedding, and a portion may be added to the water used 
in washing any diseased part : for this latter purpose, the so- 
lution of the chloride of sodium is generally preferred, (Cyclop. 
Pract. Med.) 

Labarraque's solutions of these chlorides are now sold very 
generally throughout the country. 

A solution of the chloride of zinc is also employed as a cor- 
rector of the atmosphere. 

Chlorine gas may be very easily liberated from common 
salt, by pouring concentrated sulphuric acid upon it, in the 
proportion of one part of the acid to three parts of the 
salt. 

An objection to the use of the chlorides arises from the 
smell of the preparations themselves being disagreeable to 
many persons. 

Fumigations by nitrous acid vapour have been resorted to, 
and with much success. The vapour is obtained by the action 
of sulphuric acid on nitrate of potassa, in equal proportions, 
without the aid of heat ; care is necessary lest the fumes be 
disengaged too rapidly and too abundantly, and thus prove a 
source o( irritation to the respiratory muscles. 

The common quicklime possesses the power of absorbing 
many of the gases on which the noisome atmosphere of the 
sick room depends. It is placed in plates, or other dishes, 
and set in various parts of the chamber. 

M. Le Doyen has recently recommended a disinfecting 
agent which seems to possess many advantages over the 
others, and a very important excellence of this preparation 
is, that it has no odour itself. It consists of a solution of 
the nitrate of lead, and can be prepared by dissolving litharge 
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in one part of nitric acid, mixed with about ten parts of 
water. It is used in the same way as the liquid chlorides. 

To insure any degree of purity of atmosphere, it is abso- 
lutely essential that the patient's apartment be kept clean, 
and that all useless clothing and furniture, which may attract 
offending gases, be removed. The dressings which have been 
changed, the water with which diseased parts have been 
cleansed, all vessels containing discharges from the patient, 
should be taken out of the room as soon as possible. Fre- 
quent white-washing of the walls and ceiling of the chamber 
will conduce very much to the preservation of a pure atmo- 
sphere, probably on account of the absorbing property of the 
lime over the effluvia. 

The most efficacious method for disinfecting substances, 
such as clothing, which retain infectious agents, is to expose 
them to an elevated temperature, as, for example, a tempera- 
ture of 200° or more, of Fahrenheit's scale ; the heat may 
be employed dry, or in the form of steam. The action of 
heat is effectual in a very much shorter time than an ordinary 
current of air. 



PART II. 

ON BANDAGES AND THEIR APPLICATION. 

CHAPTER I. 

Bandages are employed in surgery to retain dressings 
upon the surface of the body, or other applications ; and also 
as a means of restoring and confining to their natural situa- 
tion parts which may have become displaced. 

The materials used for bandages are generally muslin, 
linen, flannel, or calico : sometimes gum-elastic cloth may be 
employed. Of these materials that which is most frequently 
selected is muslin, either bleached or unbleached ; it is cheap, 
and everywhere to be found. Flannel is, in some circum- 
stances, preferable to muslin, in consequence of its greater 
warmth and elasticity. 

Bandages are aimpUy as when formed from the roller ; or 
compound^ when prepared from one or more pieces adapted 
by size and conformation to particular objects. 

We shall first describe the difierent bandages commonly 
employed, and then treat of their several uses, as applicable 
to the difierent regions of the body. 

SECTION I. 
THE ROLLER, OR SIMPLE BANDAGE. 

There are but very few of the ends ordinarily to be attained 
by bandaging, which may not be gained by a skilful dresser 
with the simple roller. 

It is prepared from any of the materials above-mentioned, 
but for general purposes muslin is selected. It should be 
torn or cut into strips, varying in length and width, accord- 
ing to the part to which it is to be applied, and rolled into 
G* (66) 
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the form of a solid cyJinder: this latter object maybe effected 
by the hands alone, or by making use of » very simple ma- 
chine contrived for the purpose. If rolled by the hands, the 
atrip should be folded at ono extremity several times, until it 
shall have acquired a certain degree of solidity; then the 
ends of this axis are held, and its mass made to revolve, be- 
tween the thumb and forefinger of the right hand, while the 
free portion of the strip is pressed by the thumb and fore- 
finger of the loft hand, and allowed to pass from between them, 
smoothly, and with Home degree of tension, as the cylinder is 
gradually forming. 

Figure 15 presents a view of a machine for rolling I 
simple bandage : it sufficiently explains itself. 




If hut s single cylinder is formed, the roller is s! 
"single-headed;" if there be a cylinder rolled at each ext 
mity of the strip, it is called " double-headed," and the I 
rolled portion between the two cylinders ia termed the " hot 
of the roller. 

In applying this bandage, the external surface of the 
extremity of the roller is laid upon the part, and retain^ 
there by the fingers of the left hand, until fixed by a f^ 
turns of the roller, the cylinder being held in the palm of the 
right hand by the thumb and fingers ; care ia necessary that 
the bandage be laid smoothly and evenly upon the surface, 
and that a uniform degree of pressure be exerted by each 
■■■■) turn. After the rolling is completed, the free 
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extremity of the bandage is most easily confined by a pin 
inserted transversely, or if parallel with the length of the 
bandage, the pin should be introduced with its point towards 
the free end of the roller, otherwise it is liable to be drawn 
out by the constant strain of the bandage upon it. When 
the part to which the bandage has been applied is very small 
in circumference, and the bandage itself very narrow, the 
extremity of the latter may be conveniently attached by slit- 
ting it longitudinally through the middle, and tying the ends 
around the part ; as, for example, the finger or toe. 

Sometimes the roller may be wetted previous to its appli- 
cation, as, for instance, when it is used to confine the band 
to which the pulleys are attached, in the process for reducing 
a dislocation ; the band is thus more firmly secured than when 
a dry roller is employed. But in ordinary cases of bandaging, 
a wet roller should not be used, for as it dries, it shrinks and 
produces a much greater degree of pressure upon the soft 
parts than is consistent with safety. 

In some cases it may be advisable to saturate the bandage 
with starch, which, when it has become dry, forms a stifiT, 
firm casement. A more particular mention of this, consti- 
tuting what is generally called "the immovable dressing,*' 
will be made hereafter. 

The simple bandage receives different appellations ac- 
cording to the mode of its application, or the direction which 
the roller is made to assume ; and again, with reference to 
the object to be accomplished by it. Under the first division 
we have the circular, the spiral, the crossed, the spica, and 
the recurrent bandages. The second division embraces the 
uniting, the dividing, the compressing, the expelling, and the 
retaining bandages. 

1. The CIRCULAR is that of which the folds are horizontally 
disposed, or nearly so ; each successive fold almost completely 
overlapping that which preceded it. (Fig. 16, a.) 

2. The SPIRAL ascends obliquely around parts more or less 
conical in form, each fold of the roller applying itself 
smoothly and flatly to the surface. Sometimes the edges of 
the roller overlap each other at each successive turn, when 
the bandage is termed by the French, " en doloires ; some- 
times a space intervenes between the folds, in which case it is 
termed "rampant:** fig. 16, <? and J. If a limb, or any 
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Other part of irregiiliir form, is to be li;iti Liged ic its lengl 

it will be impossible to cover ita surfHcc wholly, and at the 
same time to mate equable 
^"'- ^^- pressure upon it at all points, 

by simple spiral turne : one 
of the edges of the roller 
will compress the surface 
more or less tightly, while the 
other will be loose. In order 
to obviate this difficulty it is 
necessary to reverse the turns 
of the roller, from time to 
time, aa the varying form of 
the part may require: fig. 16, 
d. Some considerable prac- 
tice is needful to enable tbe 
dresser to make those reverse 
turns rapidly and neatly. 
I'he object ia to reverae the 
relative positions of the edges 
and surfaces of the bandage, 
-~5^ whereby its superior edge 
''^ shall become the inferior, and 
the external face the internal. 
To accomplish this end properly, the spiral should he discon- 
tinued so soon as the bandage ceases to apply itself smoothly 
and flatly to the surface; at this point two or more fingers 
of the left hand should be laid upon the roller at its superior 
edge, and the right hand, in which the cylinder is held as 
before directed, and which, until now, has been kept supine, 
should be pronsted, while tbe body of the roller, thus re- 
versed, ia suffered to apply itself, without traction, partly 
upon tbe preceding fold, and partly upon the surface which 
ia to be covered ; then the cylinder is carried around to the 
opposite side of the limb, and the process just described re- 
peated. " Tbe hand should press tightly upon each reverae 
to fiatten and equahze it. (Fig. 17.) 

" Two precautions are to be observed in applying the re- 
versed bandage ; one is, not to unroll, in making the angle, 
more of the hand than is absolutely necessary; the other, f 
carry the angles upwards in a perpendioular line, and alwaj 
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far from the part affected," in order that the increased thick- 
ness of the bandage at the angle or fold, shall not produce a 
corresponding presanre and indentation upon the diseased or 
injured surface. (Cutler, p. 25.) Each successive turn of 




the roller should overlap from one-third to one-half of that 
which preceded it, the edges being made, as far as possible, 
parallel with each other. 

3. The CROSSED bandage is made by giving the turns of 
the roller the form of the figure 8, as is exemplified in the nn- 
nexed drawing {fig. 18), in which the bandage ia supposed to 
he applied to the bend of the arm after the operation of phle- 
hotomy, to compress the incised vein. 

4. '* When the tnrns of the roller cross each other in the 
form of the Greek lambda, and leave the band about one-third 
discovered, the a'b being applied upon each other, the bandage 
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f spiaa ; fig. 16 e : it ia said to be ascei 
ant when tlie doloirea are directec 
towards the superior part of the 
_/ member, and descendant when they 
regard inferiorly." (Cutler, p. 25.) 
5. The RECURRENT bandage is 
applied to the head more frequently 
perhaps than to any other part. 
It derives its name from the fact 
that the roller, after covering a 
certain portion of the surface, is 
reflected in its course and brought 
back to its original point of depar- 
ture, at which it is again reversed 
towards the opposite point. This 
process iseontinuod until the en- 
tire surface is covered ; each successive fold overlaying one- 
third, or more, of that which preceded it, and being confined 
at its point of reflection, temporarily by the fingers, and per- 
manently by pins or by a circular turn of the roller, when the 
bandaging is completed. It forma an exceedingly neat and 
beautiful dressing. 

The same bandage is employed as an envelope to stumps, 
after amputation, for the purpose of retaining the other appli- 
cations which have been made. 

1. The UNITING bandage, as it has its almost exclusive ap- 
plication to the treatment of wounds, will be considered when 
that class of afiections is treated of. 

2. The Divii>iN(j bandage ia employed in the treatment of 
burns and granulating surfaces, where there has been much 
loss of substance, and where unsightly cicatrices are liable to 
be formed, and deformities from the approximation of opposed 
surfaces. The object of this bandage is, to obviate such ap- 
prehended difficulties by maintaining a proper separation of 
the parts : thus, for example, when the anterior face of the 
neck has been deeply injured by a burn, the lower jaw and the 
head should be prevented from being drawn towards the chest, 
as the ulcer cicatrizes, by means of a dividicg bandage, hav- 
ing its point d'appui around the shoulders and in the axUlie, 
It is generally formed of the simple roller. 

3. The COMI'RESSIXG bamtage, as may be inferred from its 
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name, is employed to exercise pressure upon a superficial, or 
a deep-seated, part. Sometimes the roller is used alone, some- 
times its action is assisted hj a compress. 

4. The EXPELLING bandage, like the one last mentioned, 
consists of a roller, generally applied over a compress. It is 
employed to facilitate the expulsion of fluids fiom morbid ca- 
vities and canals. 

5. The RETAINING bandage is used to confine dressings in 
place, as also parts of the body which, having become re- 
moved from their natural positions, are replaced. 

6. The KNOTTED bandage is sometimes advantageously em- 
ployed to arrest bleeding, particularly of the temporal artery ; 
it will be described hereafter. 

The ability skilfully and neatly to apply and adjust the 
roller, is of very great importance to the surgeon ; and the 
time which the young dresser devotes to its acquisition is well 
spent. It can only be gained by frequent practice ; verbal 
descriptions, and the best executed illustrations, should be con- 
sidered merely as guides and aids ; they cannot impart prac- 
tical skill, any more than the perusal of volumes on anatomy, 
to the exclusion of dissections, can render the student ac- 
quainted with the mysterious construction of his material 
frame. Let each one, therefore, spend a few leisure moments 
every day, with some companion, in the practical application 
of the roller : at first, reference to some book on bandaging 
wiU be necessary, but after a certain degree of skill has been 
acquired, the volume may be laid aside ; the student's good 
sense, and the familiarity which he has already gained with 
the mode of bandaging, combined with his knowledge of the 
particular object to be attained in each case, will be his best 
guides and his best adviser. The more skilful he becomes in 
the management of the roller, the more entirely will he be 
able to dispense with compound and complicated bandages ; 
the more capable will he be to accomplish all that he desires 
by this simple means. 
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These are intended to fulfil some especial indicatioo, whieh 
owing, it may be, to the peculiar conformation of the pai't or 
parts iuTolyed, cannot he bo well attained by the simple roller. 
They are formed of one piece, or many pieces, of muslin, or 
of some other material, to which are given a shape and con- 
formation varying according to the judgment of the dresser. 
There are some bandages, however, bo commonly made nse of, 
that they require particular description. Such are the cru- 
cial, or, as it is generally called, the T bandage; the invagi- 
iiated ; the many-tailed, or the split; the laced; the sheath, 
and the suspensory bandages. 

1. The T bandage derives its name from its shape. It con- 
sists of a horizontal band to which is attached another at about 
its middle, having a vertical direction, perpendicular to the 
first ; when there are two vertical hands, it forms the double 
T bandage. The length and breadth of the strips vary with 
the dimensions of the part of the body to which the bandage 
is to be applied, and the particular end which it is expected 
to secure. Sometimes, as for example, when it is employed 
to retain drcBsings upon the hand, one of the bands is perfo- 
rated to admit of the insertion of the fingers. 

2. The INVAQINATED bandage is used to approximate the 
edges of wounds, or fragments of bone, as in fracture of the 
patella. It is made in two different ways, according to the 
indication to be fulfilled by it. Thus, if the object he to draw 
together the lipa of a longitudinal wound of a limb, a roller 
should be selected corresponding in width to the length of the 
wound, and long enough to be passed severaT times around the 
limh. At its free extremity it should be slit into two or more 
tails of a convenient length, and corresponding fenestrce be 
made in the hand at a distance from the end rather greater 
than the circumference of the limb. In its application, thft 
undivided portion of the band should be placed opposite to tl)& 
wound, and the tails passed through the fenestrse, thus Bor- 
rounding the limb ; then, with a compress placed near cacb lip 
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of the wound, its e<1j;es bIlouM be gently but accurately ap- 
proximate il, and retained in npposition by several turns of the 
roller. For Qn illustration of this, see the Chapter on 
Wounds. 

The invaginnted bandage for transverse wonnds, fracture 
of the patella, &c, is made upon the same principle precisely; 
it consists of two bands of convenient length and width, and 
of two rollers. Slits, as in the other bandage, are made at 
one end of one of the hands, and corresponding feneatrsB near 
one extremity of the other ; then, by means of the rollers, 
firmly attach the bands to the limb, the one above and the 
other below the wound, or the point of fracture, and having 
passed the tails of one through the feneatrsc of the other, draw 
the divided parts together, and confine them in this position 
by successivo turns of the roller. If necessary, compresses 
may be used, as in the other case. 

'S. The SPLIT or tailed bandage consists of a piece of 
muslin, or of some other fabric, divided at its extremities into 

convenient nuoaber of tails, leaving the central portion of 
band entire. Or a piece of muslin of the proper dimen^ 

ms may be aelocted, to each extremity of which bands of 

litable length and width shall be attached. Constructed 
after either method, this bandage is very useful and conve- 
nient in confining dressings. 

A very elegant modification of this bandage consists of a 
number of strips, varying in width from two to four inches, 
generally, and sufiiciently long to extend about once and a. 
half around the affected part, as the leg : these strips are so 
placed upon each other, sncccssively, that each has about 
one-tbird of its width covered by that which succeeds it in the 
order of super-position, commencing from above. The strips, 
nged, may he attached in mass along the centre, by 
weans of a needle and thread, thus constituting the bandage 
Pott, or they may remain unconnected, forming the band- 

'e of Scultotus ; the last possesses this great advantage over 
Me other, that any strip, or strips, which may have become 
soiled, can readily bo withdrawn without deranging or removing 
the others, by simply pinning the freth band to the extremity 
of that which ia to be rejected, and drawing it to the situation 
occupied by the latter in the bandage. 

These divided bandagoa form very light retaining and 
7 
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I Jressinga, nmi present an exceedingly neat and ele- 
gant appearance, when carefully adjusted. That of Scultetua 
is the one moet frequently used. ■ 

4. The LACKD bttndii.ge is m.ide of some more or less elastic 
material, as buckskin, fiannel, or caoutchouc, so shaped as to 
correspond accurately to the contour of the part to which it 
is to be addressed, and retained in situ hy meaoa of straps 
and buckles, or cords passed through a series of eyelet-holes, 
ranged along the edge of each flap. 

'Ihe laced bandage may be advantageously applied to any 
part of the surface, upon which a constant and equable 
pressure will be useful ; its most frequent employment, how- 
eyer, is around the joints, in some chronic affections, and on 
the leg in case of varicose veins. 

A very good substitute, in many instances, for the true 
laced or buckled bandage will he found in a knit woollen band 
of suitable width, having its two extremities firmly sewed to- 
gether, thus forming a circlet somewhat less in circumference 
than that of the affected part, and capable, thereby, of im- 
parting firm and clastic pressure around it. Or a similarly 
shaped band of gum elastic cloth may be used, with care to 

Erotect tho skin from its irritating effects by lining it with 
nen, or by inserting a piece of linen, or silk, between the 
skin and the band. 

5. Tho BUEATH comoa to hand already prepared for use, in 
the fingers of a glove ; or when a larger envelope is needed, it 
may be easily made after this pattern, of any suitable mate- 
rial. It is serviceable as a means of retaining applications 
upon the fingers, toes, or penis, and will be found to be much 
better adapted to this purpose than a narrow roller, which 
cannot be very neatly and conveniently arranged upon theso 
parts, owing to their situation and size. 

6. The SUSPENSORY bandage is intended to afford support 
and protection to particular parts, as the nose, penis, or scro- 
tum. In its simplest forms its preparation is easy, being made 
of a piece of muslin or linen of convenient shape and dimen- 
sions, and having bands or pieces of tape attached to it, for 
the purpose of retaining it in position. In the stores in which 
surgical apparatus is sold, suspensory bandages for the scrotum 
will be found very elegantly made of network. 
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SECTION ITT. 

M. mayor's system of bandaging. 

Struck with the little change and improvement effected du- 
ring the preceding half-century, in that branch of surgery 
which is the subject of this volume, and aware of the diflSculty 
often experienced, in some situations and circumstances, in se- 
curing a constant supply of the materials ordinarily employed 
in surgical dressings, M. Mayor, Chief-Surgeon to the Hospi- 
tal of Lausanne, Switzerland, has originated and developed a 
new system of bandaging. In the year 1832, he published a 
treatise on this subject, entitled, "Nouveau Systfeme de D^li- 
gation Chifurgicale," which has now passed through three edi- 
tions. The object which M. Mayor had in view in his inves- 
tigations was, " To discover some simple means, easy of appli- 
cation, always at hand, or readily procurable, and well adapted 
to serve s.^ a substitute for charpie, compresses, cushions, 
bands, bandages, and ligatures, which surgery requires for all 
sorts of dressings." His researches and practical experience 
have at length led him to the conclusion, that he has succeeded 
" in reducing, as far as is practicable, all kinds of apparatus 
to their simplest form, by associating them under one common 
principle ; so that the different parts of such apparatus, and 
the materials for all dressings, will be found to be so common 
and of such nature, that they may be always, or nearly always, 
at the disposition of the surgeon, and of all other persons, and 
in the absence of the practitioner, may be readily applied, 
after some little instruction, by the first comer." (Op. cit. 3d 
ed. p. 16 of the Introduction.) 

The whole * materiel' of M. Mayor's system of bandaging 
m-iy be reduced to a single square piece of muslin, or other 
suitable fabric ; or, in the absence of this, an ordinary pocket 
handkerchief, or a square cravat. From this primary form he 
makes four others, which constitute his whole array of ban- 
dages ; these are the oblong band, made by folding the square 
several times, until the desired width be attained ; the trian- 
gular, formed by folding the square diagonally ; the cravat, 
prepared from the triangle, as the cravat for ordinary wear is 
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made ; and the cord, which is merely the cravat rolled into the 
form indicated by the name. With these simple forma of ban- 
dage, M. Mayor proposes to replace all the ordinary bands 
and bandages of snrgery. He contends that all or nearly all 
the indicfltions which can be fulfilled by the latter, are equally 
■well attained by the former, while these are always at band 
in town and in the country, at Bea or on land, in civil and in 
military practice. 

The above is a mere sketch, an outline, of M. Mayor's 
plan, For a detailed account of it, and for its adaptations 
to particular cases, the reader is referred to the treatise it- 
self. The system is very simple, and its applications may be 
acquired witbout difficulty. Where the object ia merely to 
confine dreaainga, or to protect parts of the surface, or to 
support a limb, the simple means recommended and employed 
by M. Mayor will probably be found perfectly efficacious; 
but in the treatment of fractures, and in cases requiring 
well-regulated and firm compression, the author is inclined to 
think that they cannot be advantageously substituted for tho 
roller and other bandages, ordinarily employed, excepting as 
temporary means, or in the absence of the others. In justice 
to M. Mayor, it must be observed, that he himself admita 
that there are some circumstances in which his own system 
of bandaging will be found less serviceable than the other. 

In the different sections on regional bandaging, the author 
will give such of M. Mayor's dressings as seem to him to be 
most worthy of attention. As an admitted system for prac- 
tical adaptation, it is not, according to the most accurate 
information which tho author has been able to obtain, em- 
ployed in any country; he deems it, therefore, superfluous to 
give its details. 



CHAPTER II. 

REGIONAL BANDAGING. 

SECTION I. 
BANDAGES FOB THE HEAD AND NECK. 

1. The RECUKBENT bandage of the head is composed of a 
single-headed roller about five yards long and two inches 
wide. 

Application. — The initial extremity of the roller is placed 
upon the lower part of the forehead, or on the temple, or 
occiput, and confined by a few turns circling around the head 
in a line running from just above the eyebrows to a point 
a little below the occipital protuberance: at the middle of 
this line, as at the forehead, the course of the bandage is 
reversed, and the reversed turn held by a finger of the left 
hand, while the cylinder of the roller is carried over the top 
of the head along the sagittal suture, to meet the circular 
turns at the occiput ; hete a reverse is made again, and con- 
fined by an assistant, w^hile the cylinder returns in an ellip- 
tical course to the forehead, where it is retained upon the 
first reverse by the finger of the dresser. In this manner 
successive reverses are made at the forehead and occiput, and 
repeated returns of the roller to and from these points in 
elliptical folds, each successive fold overlapping about one- 
third of the preceding, until at length the side of the head 
is completely covered. The other side is covered in the same 
manner by successive folds similarly overlaying each other, 
and the bandage completed by circular turns firmly applied 
over the common points of reverse, in front and behind : to 
render the dressing still more secure, a single turn of the 
roller, commencing at the middle of the last circular, laterally, 
may be passed beneath the jaw, to terminate at the corre- 
sponding point of the circular on the opposite side. Pins 
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sliould be iDserted in the 
bandage to confiae tlie 
reversed turns, at the 
forehead and occiput, 
and one also nt the ex- 
tremity of the roller. 
(i'K 19) 

U-.E —To retain dress- 
ings upon the scalp, and 
to e\ercise moderate 
pressure where such may 
be required. 

2 Ihe T bandage of 
the head is composed of 
a band two yards long 
and tuo inches wide, to 
which IS attached, at right 
angles, another strip of 
the same width and half a yard in length. The longer band 
is then rolled into two cylinders. 

Application. — The dresser, taking his station in front of 
the patient, applies the bandelette to the top of the head, 
over which it passes to the nape of the neck, while the 
longer portion of the bandage starting from the middle of the 
forehead, circles around the base of the cranium, on each 
side, to the occiput, where, just beneath the occipital protu- 
berance, it meets the vertical portion ; the latter. having been 
crossed and confined in this position by the other division of 
the bandage, is reflected over the vertex to the forehead, 
where it is retained by the folds of the longer band which 
expends itself in circular turns. 

A double T bandage may be used instead of the single, if 
more convenient; in either case, the eourse of the bmbs of 
the bondage may be more or less varied to suit particular 
purposes. 

Use. — To retain dressings upon the scalp, 
y. The four-tailed bandage of the head is formed of a piece 
of muslin one yard long and six inches wide, split at each 
extremity to within about three inches of the centre. 

Its APPLICATION may be varied according to the part of tl 
nead upon which it is intended particularly t" --' " 
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"When the wmiinl is on the forehead, the uusplit p( 

a upper tails, carried posteriorly, 



3 applied ther 



md the two 



I 




are fixed at the back of the head; 
the lower taila are then fastened 
either upon the vortes or beneath 
Ihe chin, as the Burgeon may con- 
eider it most convenient. 

" To confine a dressing upon 
the Butnmit of the head, the poste- 
rior tails, {a, fig. 20,) are brought 
down and secured beneath the 
chin ; the anterior tails (b b,) after 
being carried to the nape of the 
neck and croaaed, are fixed before 
the throat. 

"In applying it to tho naje of 
the neck, the upper taila ai e con 

ducted over the forehead from whence ifter being made to J 
iCroas each other, they are returned, and fastened at the o 
put ; the lower tails pasa round the neck." (Outler.) 

Use. — As the last. 

4. The six-tailed, or the bandage of Galen, consists of a ' 
piece of raualin a yard long, and a quarter of a yard wide, 
split at each extremity, to within three inches of the middle, 
into three portiona, of which the central ia rather the 
iridest. 

Application. — Place the unspht portion, a, of the bandage 
upon the top of the head ; then folding the edges of the cen- 
tral, b, tails inwards, so as to give them a triangular form, 
the basG of the triangle being at the top of the head, draw 
the tails down over the eara and tie their extremities beneath 
the chin. Reverse the relative position of the anterior and 
posterior ttdla, bringing the latter, c, to tlie front, where they 
sball cross each other upon the forehead, and be confined: . 
■while the anterior tails, d, are drawn round to the occiput, 1 
nre croascd beneath the protuberance, and retained, as on the I 
forehead, by pins. (Fig- 21.) 

Use, b3 the preceding, over which it posaeases a supai 
riority in being more secure, and in covering a large surfao 
of dressing. 

5. The fron to- occipital triangle of Mayor, serves v 
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the purpose of a retaining bandage. Its application ia vert 
simple ; place the centre of the base of u triangle upon th| 




Hiead, just above the superciharv ridges, while the I 
of the triangle covers the t(p of the bead, the npe'^ hangiiJ 
down upon the back of the neck , draw the tails around tql 
base of the cranium to the otuput cro-fs them beneath t 
protuberance, and then continue them respectively to I 
temples, or forehead, and confine their e^treraities by pieri 
The apex of the triangle overlapped at the occiput by tU 
tails, is reflected upon the Intter, and, being continued nn 
wards upon the body, is pinned 

The occi pi to-frontal and the bi temporal tmnglea are a 
plied in the same manner as the last, CNcepting thtt in oirf 
case the base of the triangle la laid upon one of the tempord 
regions, and in the other upon the occiput ' 

Uses, the same as of the bandage of four tails &c Th^ 
are much more simple in their application than those heretfl 
fore described, and may \e!y well supersede them 

6. The knotted bandage is composed of a double headeJ 
r four yards long and ti\o inches wide, and of a graduate 
compress. 
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Application. — Place the compress over the wounded 
artery, and apply upon it the body of the roller ; then con- 
dact the heads around the cranium, one over the brow, and 
the other over the occiput, to cross each other at the opposite 
temple, whence they are returned to the compress ; on reach- 
ing this point they are twisted upon each other, and their 
courses changed, one mounting over the top of the head, the 
other descending beneath the chin, and both made to cross 
again at the opposite temple, after which the same route is 
continued to the compress, where a second twist is effected, 
and the course of the roller changed to the horizontal direc- 
tion, as at first ; again the heads cross each other upon the 
temple of the sound side, the compress is again reached, and 
a third twist made, after which the vertical course of the 
roller is resumed, and the bandage completed by a few cir- 
cular turns. 

Use. — To arrest hemorrhage from the temporal artery. 
This somewhat complicated bandage may be very properly 
superseded by a simple roller, and a compress which shall be 
retained and pressed upon the bleeding vessel by a few cir- 
cular turns. 

7. The four-tailed bandage of the chin is composed of a 
strip of muslin a yard long and three inches wide, and split 
longitudinally from each extremity, so as to leave but three 
inches of the central portion of the band undivided. 

Application. — Place the middle of the band upon the 
chin, and carry the two upper tails, a, a, 
along the base of the lower jaw around F'Q* 22. 

to the nape of the neck, where they are 
crossed, and afterwards conducted along 
the base of the cranium to the forehead, 
and there secured. The lower tails, 5, 6, 
ascend over the base of the jaw and the 
sjdes of the face, in front of the ears, to 
the top of the head ; here they cross each 
other and then descend, each on its re- 
spective side, to the base of the jaw, and 
are confined beneath the chin, (fig. 22). 

To increase the pressure exercised by 
this bandage, a compress may be applied upon any de.=iircd 
point. 
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Use. — To retain dreBsings upon tbe chin ; it is also used ^H 
fractures of the lower jaw, and in dislocations of its condyles 
after reiluction. For tlie eatae purposes the bandages for 
fracture of the lower jaw, invented by Drs. Barton and 
Gibson, of this city, may also be applied. (See Fractures 9L 
Lower Jaw.) 

8. The T bandage of the ear is formed of a liorizond 
limb two yards long and two inches wide, and of a vertifl( 
strip of the same width and half a yard in length. 

Application. — Place the vertical limb upon the ear, s 
exhaust the horizontal band in circular turns around the bu 
of the cranium, passing just above the ear and over the foi^ 
head and occiput ; then conduct the vertical limb beneath t 
jaw. Dp over the opposite aide of the face and the top of t£ 
head to the point whence it started, and confine its extremi^ 
to the horizontal band. 

Use. — To serve aa a means of retaining dressings upon 
the ear. 

9. The double T bandage of the nose is composed of a 
band one yard long and half an inch wide, upon the middle 
of which are attached at moderately acute angles, and at the 
distance of one inch from each other, two other strips half a 
yard long and of the same width as the first. 

Application. — The middle of the horizontal band is placed 
j.j^ 2j upon the upper lip, and its extremities 

are conducted below the lobe of the ear 
on each side to the nape of the neck, 
where thoy are tied in a bow-knot. 
The other strips are then carried 
obliquely upwards over the top of 
the head, crossing each other at the 
root of the nose ; having reached the 
occiput, they are inserted beneath 
the horizontal band, over which they 
are reverted upon the back of the 
head and confined, (fig. 23). 

Use. — To retain dresainga upon 
the nose, 

10. The sheath of the nose is thus prepared : "A piece of 
linen is cut into a trinngnlar form, of a sufficient size to cover 
the nose, with two holes perforated near the inferior angles 
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to correspond with the nostrils ; a triangular portion is cut 
out from the superior angle of this, the apex of which looks 
downwards upon the median line of the nose, and the divided 
edges are sewed together; thus a sort of bag is formed, 
capable of exactly lodging the nose. To the lower part of 
the bag is stitched a narro^r band, half a yard long and half 
Ian inch wide, and to the summit a second band of like 
dimensions. 

"Application. — The bag is applied upon the nose; the 
surgeon lays hold of the inferior tails, and, passing them be- 
neath the ears, ties them in a bow upon the nape of the neck ; 
he then conducts the superior tail along the sagittal suture 
as far as the transverse band, under which he passes it, 
reflecting the end upwards to secure it upon the descending 
portion." 

Use. — The same as of the foregoing. (Cutler, p. 61.) 

11. A simple bandage for both eyes may consist of a strip 
of muslin two inches wide, and three feet long, of which the 
central part is placed upon the eyes, and the extremities tied 
upon the occiput. 

Use. — To retain dressings upon the eyes. 

If the object be merely to protect the eyes from the light, 
without exercising any compression upon them, it may be 
very conveniently attained by attaching to each side of a 
piece of muslin, or of green silk, of suflficient length and 
width to cover the eyes, a piece of tape, and then tying the 
two upon the occiput. Or the silk, or muslin, may be in- 
serted beneath the lower edge of a strip which passes just 
above the superciliary ridges, around the base of the cranium 
to the occiput, where its extremities are tied. By this latter 
arrangement cold or warm lotions may be applied to the eyes, 
or to one eye only, simply by saturating the pendulous flap, 
made in this case of linen. 

12. The monocle, or bandage for one eye, consists of a sin- 
gle-headed roller four yards long and two inches wide. 

Application. — Two circular turns are made around the 
head, crossing the forehead and occiput, after which the course 
of the roller is somewhat depressed, traversing the nape of the 
neck and passing beneath the ear of the affected side, to as- 
cend obliquely towards the affected eye, which it crosses dia- 
gonally ; continuing the same direction, it mounts over the fore 
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d side of tLe head, crossing the top of tbe panetal 8 

ture, to descend again to the nape of tfit 
'iG, M. neck, from which point it renews its course, 

HB just deseribed. Two or three succes- 
sive turns are thus made obliquely around 
the head, in the form of doloires present- 
ing inferiorly, a, a, a ; and the bandage is 
then terminated by circular sweeps around 
the forehead and occiput, h, b, (fig. 24.) 

Use. — To confine dresBings upon the 
eye. 

13. The invnginated bandage for the 
lip consists of a donbJc-headed roller, from 
two to three yards long, and three- 
fourths of an inch wide, and of two email 

AV PLICATION. — Place the body of the roller upon the fore- 
head, and conduct the heads, on each side respectively, around 
the cranium to the nape of the neck ; cross them at this point, 
and then carry thom beneath the ears to the upper lip, over 
mprcsses previously placed near to, and parallel with, 
the edges of the wound ; make a longitudinal slit in one of the 
tails, opposite the centre of the lip, and through it pass the 
other head; make, very gently and gradually, a sufficient 
strain upon the heads of the 
roller, and conduct them again 
to the nape of the neck, and 
thence to the forehead ; repeat 
this process until the requisite 
support is acquired for the lip, 
and then confine the extremitii<s 
of the roller, in the customary 
manner, (fig, 25). 

Use. — To approximate the 
edges of transverse wounds of 
the lip, and to give support, also, 
to the hare-lip suture, or to re-* 
place it after the withdrawal of 
the pins. 
14. A sheath for the tongue lias been contrived by Pibrac, 
to serve as a means of confining it, in some meiisurej when 
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wounded. It consists " of a little pun.e, a, for encloamg the 
point of the tongue, having at- 
tai^bed to ita base two silver 
wires, which are to be bent un- 
derneath the cbin ; to this frame 
two ribbons arc appended, which 
pa,s3 from the chm backwards, 
beneath the ears, to the nape of 
the neck, and thence ascend to 
be tied across the forehead," 
(Velpeau, op. cit., vol. i. p. 198.) 
-(Fig. 26.) 

15. The mask for the face !a 
made of a piece of muslin, or 
linen, as large as the face itself, 
having apertures cut in it to cor- 
respond with the eyes, nostrils, 
and mouth, and a strip of mus- 
lin attached to each angle. 

Application. — Place the 
mask upon the face so that the 
apertures shall be accurately 
adapted to the parts for which they were intended ; carry the 
superior strips along the base of the cranium to the nape of 
the neck, cross them there, then conduct them round to the 
chin and tie them upon the mask ; cross the inferior hands 
also upon the nape of the neck and terminate the bandage by 
knotting them upon the forehead. 

Use. — To serve as a simple covering to the face, and to 
confine dressings upon it. 

16. The cervical cravat of Mayor consists simply of a tri- 
angular piece of muslin, or an ordinary handkerchief, folded 
to the form of a cravat. 

Applioatioh. — Place the centre of the cravat opposite the 
larynx, the side of the neck, or the back of the neck, as may 
be most proper, and tie its extremities at the opposite point. 

Use. — To retain dressings. 

A simple piece of muslin or flannel is often used as a re- 
taining band, in this region. The objection to such an appli- 
cation, as commonly prepared, is that it soon becomes rolled, 
and ceases to cover the part properly. This difficulty may be 
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ol)TiateiI by a eioiple method: tnke a piece of flnnnel o 
lin, rather longer than the circumference of the neck, a 
wide enough to cover it completely ; fold it upon itself in its 
length, and cut from its anterior border, while folded, a trian- 
gular piece, of which the base presents upwards ; then sew the 
cut edges together, and unfold the hand, which has thus ac- 
quired the form of a common stock, and will not become corded 
when worn upon the neck. Its extremities should overlap 
each other, and he confined by pins, posteriorly, 

17. The flexor bandage of the neck, which appears to be 
the most secure, and at the same time the most simple and 
convenient, is the one described by Velpeau, (op. cit. p. 203). 
It consists of a strong mualin cap for the head ; a band of 
stout material, three or four 
^'°- -'■ inches wide and about three- 

fourths of a yard long ; a roller 
two yards in length, and a circu- 
lar bandage for the chest, (to be 
described in the next section,) 
with shoulder and pelvic strips 
attached. 

Its mode of application varies 
somewhat with the indication it 
is intended to fulfil. 

If it be employed in the treat- 
ment of a transverse wound of 
the neck, for instance, it is thus 
applied: Fix the cap firmly to 
the head by means of n band 
passing umler the cliin j place 
the undivided portion of the 
strong band above-mentioned 
upon the top of the head, its ex- 
tremity reposing upon the occi- 
put, while the split portion of the 
Bnme band bangs down over the 
face upon the chest ; secure it 
firmly upon the head, in thiH po- 
sition, by several circular turns 
of the roller, and then, having 
flexed the head to the requisite 
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degree upon the anterior face of the neck, pin the tails of the 
band, at a convenient distance from each other, to the tho- 
racic bandage which has been previously applied to the 
chest. 

The same may be used as a dividing bandage by simply 
reversing the relative positions of the extremities of the band, 
the undivided end being placed upon the forehead, and the 
split portion hanging down over the occiput, so that the head 
may be flexed backwards on the neck, or maintained upright, 
and so retained by confining the tails of the band upon the 
posterior aspect of the thoracic bandage. Thus applied, it 
will be of advantage in the treatment of burns, &c., &c., upon 
the front of the neck. 

Again, a lateral flexion may be given to the head, as is seen 
in the annexed figure, (fig. 27). 

18. Professor Jorg's apparatus for the treatment of " wry- 
neck** consists of a pair of leather stays for the chest, and of 
a band or strong circlet for the head. On the centre of the 

Fig. 28. 
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stays, in front, is a ratchet-wheel, having the e<lge serrated in 
such a way as that it revolves only in one direotion upon its 
axis, the reverse motion being prevented by a spring pressing 
against the teeth; a band passes upwards from the wheel to 
be attached to the fillet opposite the side of the head ; then 
by turning the wheel by means of a key, ei, the side of the 
head ia approximated to the sternnm, bo as to counteract 
or overcome tbe opposing muscles of the affected aide, 
(%. 28). 

This instrument may be employed in those cases of torti- 
collis in which a considerable degree of force has to be exerted 
and continued for a length of time ; where less power is 
site, the simpler bandage last-mentioned may be used. 
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1. The dorso-thoracic triangle, (Mayor.) 
Application. — Place the base of the triangle upon 

anterior, or »he posterior, aspect of the chest, as the seat .^_ 
the injury mayrequire, and tie the tails upon the thorax eithu 
before or behind, while the apex is allowed to repose over one 
of the shoulders, being attached to the base of the triangle 
through the intermedium of a band, if it be not sufficiently 
long of itself to reach this point. 

USB. — To retain dressings upon the anterior or posterior 
face of the chest. 

2. Circular bandage with straps, for the thorax. 
Composition. — A strong towel, or an oblong piece of 

muslin, folded upon itself to acquire sufficient strength ; and a 
band two feet long and four inches wide, split from one end 
through almost its entire length. 

- Application, — The napkin is wrapped around the chest, 
its extremities overlapping and pinned ; the undivided ex- 
tremity of the band is then attached in the same manner to 
the middle of this posteriorly, and its tails brought to the 
front, one over each ahouldcr, and pinucd liki'wise to the 
same. 

Instead of the split baml, a triangular piece of muslin may 
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be used for the scapularj, by applying its base to the back 
of the neck, and attachiog the apex to the thoracic bandage 
posteriorly, while the tails cross, one over each shoulder, to 
ue planed to the bandage in front. 

Agwn, the thoracic band itself may be rendered more effi- 
cient, if a constant compression be desirable, by substituting 
straps and buckles, or by lacing it, instead of securing it bj 
means of pins. 

Use. — To confine dressings upon the thorax ; to restrain 
the motions of the chest in wounds of this part, or in case 
of fracture of the ribs ; and to secure, by the aid of com- 
presses, the coaptation of the fragments, in the latter injury. 

3. The compreBsiye bandage of Velpeau, consists of a 
roller seven or eight yards long and three inches wide. 

Application. — Let about two feet of the free end of the 
roller hang over the shoulder of the sound side, down the 
back ; then carry the cylinder over the front of the chest, 
below the axilla of the affected side, to surround the thorax 




90 



EAMDAGES F 31 THE TKDHK. 



■with several circular turns, and to confine the pendant p 

of the roller; ascend the cheat gradually by circular folds, 
each one Buccessivcly overlapping about two-thirds of the 
preceding; pass the bandage around the axilise in the form 
of the figure 8, and terminate by circular folds ; now, finally, 
raise the pendant extremity of the roller, and crossing it over 
the shoulder of the affected side, attach it to the inferior 
circular turns by pins (fig. 29). 

Use: as of the preceding; it has the advantage over the 
ordinary circular bandnges of the thorax, in being more 
secure, and less easily deranged. 

4. Tho croEscd bandage of the chest, or the figure 8 
bandage of the shoulders. 

Composition. — A roller five yards long and two and a 
half inches wide: cotton, or folded muslin, to protect the 
surface at the axillae, and compresses if indicated, 

Applicatio"* — If the object be to approximate the 
shoulders to the sternum, the folds of the bandage should 
cross in front of the cbcst Place the free extremity of the 
roller in one of the 
axillie, and pass two 
or three circular tarns 
around the thorax ; 
then, the axillre being 
protected by the cot- 
ton, and the shoulders 
drawn towards the 
sternum, by an as- 
sistant, if necessary, 
— traverse the axil Ire, 
say of the left side, 
and ascend over the 
shoulder from behind 
forwards; cross the 
front of the chest to 
the right axilla; mount 
\ cr the right shoulder 
I m Its posterior to 
interior face ; de- 



, .iiid obliquely over 
I the front of the cheat 
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to the left axilla, lyhence repeat the same course as before, 
until four or five folds have been laid upon each shoulder, 
each successive fold, in approaching from the shoulder to the 
neck, overlapping about two-thirds of the preceding. Ter- 
minate the bandage in circular sweeps around the thorax. 
(Fig. 30.) 

If it be desired to draw the shoulders from the breast, it 
can be effected by simply reversing the course of the roller, 
crossincr the shoulders from before backwards. 

Use. — To aid in the treatment of wounds of the chest, by 
approximating or withdrawing the shoulders from the sternum, 
as may be indicated by the situation of the wound ; to effect 
pressure upon the clavicular regions, and upon the sternum, 
or back, or in the axillae. 

6. Suspensory for the breast. 

Composition. — Double twice upon itself a piece of linen 
ten inches square, and from the free extremity of each folded 
border cut a triangular portion, of which the apex shall ter- 
minate in the fold ; then open the square and sew the divided 
edges together ; thus, a concave cap is formed adapted to the 
globular conformation of the breast. Attach a piece of tape, 
or a band of muslin, to each angle of the square. 

Application. — Place the cap upon the mamma and confine 
it in situ by tying the two superior bands around the neck, 
and the inferior around the chest below the gland. 

Use. — To support the mamma, and to retain dressings 
upon it. 

6. The triangle-cap for the breast is applied, with the base 
passing just below the mamma, the tails knotted on the poste- 
rior part of the chest, and the apex ascending upon the gland 
to cross over the shoulder of the same side, and be confined 
to the tails, directly or through the intervention of a strip of 
muslin, or tape. 

Use. — As of the last. 

7. The compressive bandage of one breast. 

'■ It will be found exceedingly diflficult, if not impossible, en- 
tirely to envelope one of the mammary glands by means of a 
roller, which shall be so applied as not to become deranged 
very soon, and yet to leave the sound breast free ; but such a 
concurrence of conditions is frequently desirable. To fulfil 
these indications the following bandage may be employed. 
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Composition. — Tlie eanje us of the Buppenaoryof tlie _^ 
ma, (leacribed above, the degree of concavity of ihe cap being 
proportioned to the volume and convexity of the glauJ ; gra- 
duated compresses. 

ArPLicATiON. — Place the compresscH upon such points nf 
■ the gland aa require most preaaure, and cover the whole with 
tho cap; then pass one of the superior hnnda over the shoul- 
der of the sound side, and the other beneath the axilla of the 
side affected (the Burface being protected, if neceeaorj, by cot- 
ton interposed between the bands and the skin) ; knot the two ; 
draw the inferior bands around the chest, beneath the breasts, 
and tie them either in front or behind. The degree of pres- 
Bure exercised upon the diseased mamma can be eaailj regu- 
lated by the size of the compresses, and the force with which 
the bands shall be drawn. 

Uhb. — To effect a regulated compression of the. breast, in 
chronic induration or engorgement of this organ, and to obli- 
terate tho canals of sinuses, if suob exist. 

8. The straight jacket is a garment made of strong but light 
canvass, extending from the root of the neck to the upper 
third of the thigh. It is closed in front, and has straps and 
buckles attaciied to its posterior borders, or eyelet holes 
worked in them. Along its inner surface sleeves are firmly 
att-ached, throughout their entire length, open above but closed 
below, and at the proper distance from each other to corres- 
pond with the arms ; opposite the wrists, a slit may be made 
through the jacket, to enable the professional attendant to 
feel the pulse of the patient; ehoulder straps should be attached 
to the superior border of the eanvass, to prevent the possibility 
of the jacket slipping down, from the efforts of the patient. 

Application. — Insert the orma of the patient into the 
sleeves, and having nicely adapted tho jacket to tho body, 
draw its borders together behind, and confine them by the 
traps and bucklea, or by lacing. 

Use, — To assist in the reetriction of tho insane, or of those 
ffho are unmanageable from any cause. 

A very convenient substitute for the straight jacket, and 
one which, while it is equally secure, is less irksome to the pa- 
tient, may he found in a pair of leather mittens, made 8uffi- 
oiently loose to be easy to the hand, and slit at tho wrist so 
th.it, after the hand is introduced, one border of the wrist- 
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band, in which a fenestra has been made, shall overlap the 
other, and be confined upon it by an iron loop, which passes 
through the fenestra ; then insert through the loop on each 
wrist a leather strap, having a buckle at one end, and enclose 
the waist therewith. 

9. The body-bandage of the abdomen consists of a piece of 
muslin or linen folded to an oblong shape, a foot or more in 
width, and long enough to envelope the abdomen ; and of two 
narrow straps sewed to its inferior posterior margin, to serve 
as thigh-straps. 

Application. — Place the centre of the bandage upon the 
median line of the loins, and bring its extremities round to the 
front of the abdomen, where they should be overlapped and 
pinned; then draw the thigh-straps to the front along the 
perineum, and attach them to the anterior part of the bandage. 

Use. — To retain surgical dressings, to give support to the 
walls of the abdomen, and to exercise pressure thereon, as in 
umbilical hernia; in the latter case a graduated compress 
should be employed to assist the compressive action of the 
bandage. 

There are many cases, however, in which a bandage formed 
of a plain piece of muslin, will not support the walls of the 
abdomen sufficiently well. In order to effect this object more 
satisfactorily, an apparatus should be made resembling the 
corsets of ladies ; adapted to the conformation of the belly, 
and rendered firm, and yet elastic, by the introduction into its 
folds of strips of whalebone. Its inferior margin in front 
should be curved, to correspond with the shape of the lower 
part of the abdominal parietes, so that, by being properly 
laced in front or behind, either a uniform pressure, diil'used 
equally over the whole surface, can be effected, or a more par- 
tial action may be exerted in a particular direction. 

An apparatus of this sort will be found applicable to many 
cases: in umbilical hernia, in ascites, in pregnancy, and in 
other instances of abdominal distension, a very agreeable sup- 
port will be afforded by its use ; and very considerable, if not 
complete, relief will be given to symptoms simulating, and 
sometimes, perhaps, depending upon prolapsus uteri, or other 
displacements of this organ ; such, for example, as dragging 
pain and weight in the pelvis, a sense of exhaustion, of " fall- 
mg-in of the belly," of faintness, &c., &c. 
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apparatus of this kind ia copied 



The annesod drawing of n 
from Velpeau, (fig. 31). 

10. The posterior 
^"' 3' pelvic triangle, of 

Mayor, ia applied 
with the hase along 
the topoflheBacrum, 
and the apex de- 
pending over tliifl 
bone: the toils are 
brought roand to the 
front of the abdomen 
nnd knotted, and the 
apex passed between 
the thighs, along the 
perinoam, and pubis, 
to be attuched to the 
tails. 

TJPB. — To retain 
dressings upon the 
sacrum and peri- 
neum. 

11. The anterior 
pelvic triangle has 

the base applied to the abdomen just above the pubis, while 
the apex pasBee from before backwards between the thigha, to 
be attached to the tails which arc tied upon the sacrum. 

UsK. — To confine applications to the pubis or genitals, or 
nimply to cover these parts. 

12. The triangular bandage for the groin is composed of a 
piece of muslin of a triangular shape, and sufiiciently large to 
extend from the median line of the abdomen to the fold of 
the groin : to the base is sewed a band long enough to pasa 
around the abdomen, and to the apex another band of about 
the same length. 

Application. — Place the triangle upon the groin, the apejf 
pointing downwards ; tie the superior band around the waist, 
and bring the inferior round the thigh, from before backwards, 
to he pinned to the first, opposite the centre of the base of 
the triangle. (Fig. 32.) 

Use. — To retain dressings upon the groin. 
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13. The cruro-inguina! triangle, of Mayor. 
Application. — Dispose the base, a, a, bo that it shall rnn 
obliquelj' from the summit of the affected groin to the edge 
of the iliac crest of the opposite side, the apex pointing ob- 
liquely downwards along the groin ; wrap the inferior tail 
around the thigh of the affected side, from behind forwards, 
and pin its extremity to the body of the triangle, at h; to the 
superior tiil attach a hand, c, and carry this around the loins 
to the affected side, down along the fold of the groin, d, d, 
crossing the body of the triangle, and the apex, — pinning the 
latter to it, — around the 
Fio 32 posterior and outer as- 

pects of the thigh, to be 
confined at e. (Fig. 33.) 
Ubb. — As of the last. 




14. The spica of the groin. 

Application, — Place the initial extremity of a roller seven 
yards long and two inches wide, upon the sound side of the 
pelvis, between the anterior spines of the ilium, and confine 
it by circular turns passing around the body, from before 
backwards. After having made two or three circular turns, 
carry the head of the roller obliquely downwards over the 
groin affected, around the posterior aspect of the thigh to the 
ilium again, then across the groin to the opposite side of the 
pelvis, from which it returns to the affected side and repeats 
the same process several times, terminating at length by one 
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or two circular turns. Each successive layer of tte i'<^l9^| 
should leave exposed about one-third of that which preced^^^ 
it; see fij;. 16, e,e. 

Use. — To confine dressings upon the groin, and to exerciee 
Bome degree of ootopreBsion upon it, as in chronic glandular 
enlnrgemcDts and indurations. 

15. The cruro-inguinal cravat, of Mayor, will be found u 
very good Bubatitute for the spica just described, and mucL 
more simple in its application. 

Place one end of the cravat npnn the afTected groin, over 
a compress, or not, and conduct the remainder downwards, 
along the groin, to pass between the genitals and the thigh, 
and thus gain the posterior face of tho limb; ascend obliquely 
upwards and outwards over the thigb, cross the affected 
groin, and the end of the cravat already spoken of, to tho 
iliac crest of the oppoBitc side; wind around the loina to the 
Ilium of the affected side, pass obliquely downwanla along the 
groin, and gain tho external face of tiie thigh, as before, where 
the extremity ia to be pinned. 

If!. The Bpica for both groins. 

Api'Lication. — ^TlacB the initial end of a roller, ten yards 
long and two inches wide, upon the pelvis, as in the single 
spica, and confine it by circular turns running around the 
pelvis from right to left, (this being the most convenient 
course in practice) ; having reached the left side, descend 
along the outer face of the thigh, around it posteriorly, and 
80 gain the groin; then carry the roller upwards over the 
groin to the ilium of the same side, and thence around the 
loins to the opposite groin; descending this obliquely, pass 
the bandage between the genitals and the thigh, and around 
the limb to mount over its outer face ; cross the right groin, 
and the lower part of the abdomen to the left ilium, and then 
wind around the left groin, and so proceed as before. After 
several turns have been made in this manner, terminate tho 
bandage by a few circulars around the pelvis. 

Use, — To effect pressure upon both groins. 

The same object may be attained by the use of cravats. 

17. The double T bandage of the pelvis is prepared from 
a band two or three yards Jong and throe inches wide, 
having sewed to it at right angles, and at a convenient dis- 
tance from one ustrcmity, two other strips, distant from each 
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oviivi &l/oai two inches, each being an inch wide and half a 
ya/d iong. 

Application. — Place the horizontal band so that the ver- 
tical strips shall depend, one on each side of the median line 
of the sacrum. Confine the first by two or three circular 
turns around the body, and draw the vertical bands forwards 
between the thighs, crossing them upon the perineum, to be 
attached to the horizontal strip in front. 

Use. — To retain applications made to the anus, vagina, or 
perineum. 

Instead of two vertical pieces, a single strip may be used, 
half a yard long and as wide as both the others combined, slit 
at its free extremity to near the horizontal portion. 

18. The suspensory of the scrotum may be made of two 
pieces of linen or muslin, or of network, of a 
size varying according to the volume of the 
scrotum. In general, they should be each 
*' six inches long and four wide ; the pieces 
being laid together with exactness, two por- 
tions are cut out curvilinearly, as shown in 
the wood cut (fig. 34), by dotted lines ; the . 

divided edges from a to b being sewed to- 6 1 ^^.-"^^^ 
gether, a sort of bag is formed, which pre- 
sents at the middle of its upper part an opening, / (fig. 35), 
through which the penis passes. A 
belt, (?, two inches wide and rather 
longer than is requisite to encircle 
the body twice, is then sewed along 
the upper edges of the bag, as from 
c to d (fig. 34) ; to the superior bor- 
der of this belt, at about two inches 
each way from the centre, are 
attached two small loops of tape or 
riband, d, dy fig. 35, and about as 
far again from the centre two mould- 
buttons, Cy e. 

"Two bandelettes are next fas- 
tened to the lower angle of the bag, 
each about half a yard long, with 
two button-holes near their free extremities. 

"Application. The penis being engaged in the triangular 
9 



Fig. 35. 
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opening,/, of the l3ag, and the scrotum perfectly enveloped. 
the belt is carried round the pelvis, and being returned 
through the loops, d, d, is tied above the pubis ; the two 
bandelettea are then passed between the thighs, to ascend 
from the perineum along the inferior borders of the glutei 
muscles, and buttoned to the belt in front, e, e. 

" Use. — To support and confine dressings upon the scro- 
tum ; to servo also as points of attachment for other appa- 
ratus. It is chiefly employed in the treatment of swelled 
testicle, hydrocele, and irreducible scrotal hernia." (Cutler, 
pp. 101-2.) 

19. The suspensory triangle of Mayor. 
Application. — Pass a cravat avound the abdomen and 

pelvis, and knot it securely. Ap- 
ply the base of a triangle to the 
under part of the scrotum at its 
origin, and draw the tails upwards 
in front of the cravat, to be re- 
flected over its superior edge, be- 
tween it and the abdomen, and tied 
as represented in the annexed fi- 
gure (fig. 36). Carry the apex of 
the triangle upwards, inserting it 
behind the transverse portion of the 
tails (see fig. 36), between the abdo- 
men and the girdle, to be reflected 
forwards over the superior border 
of the latter and pinned to it. 
Use. — The same as of the last. 

20. Bandage for the penis- 
It is requisite sometimes to make use of some means for 

confining applications upon the penis, for this purpose a 
sheath is the most convenient covering. When, however, a 
certain liegree of compression is wished for, the organ should 
be enveloped in circular and reversed turns of a piece of tape, 
or some very narrow atrip prepared at the time. 

For the compressive bandage of the scrotum, see remarks 
ID the section on "adhesive plaster," 




^ 
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SECTION III. 
BANDAGES FOR THE UPPER EXTREMITIEa. 

1. The axillo-clavicular cravat, of Mayor. 
Application. — Place the centre of the cravat upon the 

axilla, and draw the tails obliquely upwards over the chest, 
one in front and the other behind, to be knotted together 
upon the clavicle of the opposite side. 

Use. — To confine dressings in the axilla. 

This may be varied a little, and still fulfil the same end, 
by crossing the tails of the cravat upon the shoulder of the 
affected side, — the centre being in the axilla, as before, — and 
then conducting them, one in front of and the other behind 
the chest, to the axilla of the sound side, where they are to 
be secured. 

2. The compound bis-axillary cravat is applied, by arrang- 
ing one cravat in the manner first pointed out above ; and 
then placing the centre of a second in the other axilla, its 
tails being conducted obliquely upwards, one before and the 
other behind the chest, to be attached to the tails of the first 
at their point of junction. 

Use. — To retain dressings in both axillae at once. 

3. The crossed bandage of the shoulder and axilla. 
Composition. — A roller eight yards long and two inches 

wide. 

Application. — Confine the initial extremity of the roller 
to the arm of the affected side, by a few circular turns pass- 
ing from before backwards and from without inwards. Then 
carry the roller obliquely upwards over the shoulder of the 
same side, and downwards obliquely over the front of the 
chest to the opposite axilla. From this point, the roller 
should cross the back obliquely upwards to the shoulder of 
the affected side, and, traversing the descending turn, regain 
the arm from which it started. Several crosses may be made 
in the same manner, and the roller terminated by circular 
sweeps around the arm. 

Use. — To confine applications made to the shoulder, or to 
the axilla, — or to exercise pressure upon these parts, which 
may be aided by the employment of compresses. 
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4. For the crossed bandage of both sboulders and axiI|^H 
see Section II. '^^M 

5. A sling for the fore-arm. ^^M 
Place the middle of a triangle heneath the fare-arm, fd^| 

the apex towards the elbow; then carry the extremJMl' 
obliquely upwards, the anterior over the shoulder of the 
sound aide, and the posterior over that of the aifected eide, 
and tie them around the neck. 

To suspend the hand and wrist, an oblong piece of linen, 
or muslin, or a cravat, may be employed, and the part placeij 
upon its centre ; then tie the lateral portions together, leaving 
the hand loosely confined, and suspend the whole to some 
convenient part of the patient's dress, or to the neck. 

6. The carpo-digi to-dorsal triangle, of Slayor. 
Application. — Place the triangle upon the back of the 

hand, its base being upon the wrist, around which the tails 
are to be wrapped and confined ; then, having flexed the 
fingers to the proper degree, draw the apex of the triangle 
over them and attach it to the envelope of the wrist. 

Use. — To approximate the edges of wounds in the palm 
of the hand, or on the palmar surface of the fingers ; also to 
prevent the deformities which are likely to occur from the 
cicatrisation of burns on the dorsal aspect of the band. 

7. The pal mo-digi to- brachial trianirle. 

Application. — Tie a band around the arm, just above the 
condyles of the humerus; then place a triangle upon the 
palmar surface of the hand, its base overlaying the wrist, 
around which the tails are wrapped and confined, — and reflect 
the apex over the fingers and back of the hand, to be attached 
to the extremity of the supra-condyloid hand. 

Use. — In transverse wounds of the dorsal aspect of the 
hand and fingers, and in burns of their palmar face. 

8. The spiral bandage of the upper extremity is efiected 
by the use of a roller, eight yards long and two and a half 
inches wide : compresses if required. 

Application. — Confine the initial extremity of the roller 
upon the wrist by circular turns passing from the riidial to- 
wards the ulnar side, — the hand being supine; traverse the 
palm and the hack of the hand obliquely to gain the ends of 
the fingers, and then return to the frronma of the thumb by 
simple spiral turns : envelope the hall of the thumb and the 
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f iffrist by folds m the form of a figure S, and ascend the 
fore-arm by spiral and reversed sweeps around the part. 
Having reached the elbow, place the arm ia the proper poai- 
tion; if straight, continue the spiral and reversed turns to 
the shoulder : if flexed, cover the elbow with crossed folds in 
the form of the figure 8, and then ascend as before. 

Use, — To envelope the arm, and to make uniform, or 
graduated, compression upon it. Great care la nocesaary, 
especially in case of injury, to avoid exercising too much 
pressure upon the member, as serious inconveniences and 
accidents have resuUed from inattention in this respect. 

9. The spica bandage of the upper part of the arm and 
the shoulder. 

Composition. — A roller, eight yards long and two and a 
half inches wide, with compresses for the axilla of the afiected 
side. 

Application.-— The right arm being the one which requires 
the bandage, place the roller upon the upper part of the arm, 
BO that about two feet of 
its free portion shall de- ^'°' ^^' 

pend from the outer side 
of the member ; confine it 
in thia position by one or 
two spiral and reversed 
tttruB, passing around the 
limb from ita outer towards 
ita inner face; then carry 
the roller np over the outer 
aspect of the shoulder, to 
descend obliijuely acrosa 
the chest, in front, to the 
axilla of the sound side, 
and return to the affected 
shoulder along the back of 
the cheat: descend into the 
axilla along the front of 
the shoulder, and then 
mount over ita posterior 
face to traverse the front 
before 
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roller by a pin ; now bring the initial jjortion of tbe bandi 
which was left depending from the posterior face of the arm, 
to the front, over the anterior fold of the axilla and the 
shoulder, and around the hack of the neck, to tcrmi 
front of the chest, on the Bound side, (fig. 37.) 

Use. — To exercise compressing force around the up] 
part of the arm and shoulder. 

10. The spica bandage of the thumb, 
Composition. — A roller three yards long and one inol 

wide. 

Application. — Confine the initial extremity to the wrist 
by circular turns passing from the radial to tlie ulnar margin, 
the hand being held in a vertical position with the thumb 
above; now carry the roller from the palmar towards the 
dorsal aspect of the thumb, between it and the index finger, 
sweep around the base of the former and the wrist to regain 
the palmar surface of the thumb; repeat this process until 
the roller is exhausted, and then confine its terminal end. 

Use. — To compress the thumb and to restrain its motions, 
aa after dislocation. 

A spica bandage may be applied around any of the fingers, 
after the same manner. 

11. The gauntlet. 

Composition. — A roller eight yards long and an inch wide. 

Application. — Confine the initial extremity to the wrist 
by a few circular turns, then descend to the tip of each 
finger, successively, by oblique sweeps of the rollei-, returning 
in spiral and reversed turns to the metacarpo-phalangeal ar- 
ticulation; terminate the bandage by circulars around the 
body of the hand and the wrist. {Fig. 38.) 

Use. — To prevent the opposed surfaces of tlie fingers from 
uniting in the cicatrization of burns; to make general com- 
pression upon the hand, and to assist in the cure of fractures 
and dislocations of its bono 

12. The demi-gauntlet, 

Composition. — A roller five yards long and one inch wide. 

Application. — The band being prone, confine the initial 
extremity of the bandage about the wrist by circular turns 
passing from iM ulnar to its radial side; then discontinuing 
the circular at the cubital ei<Ic, carry the roller obliquely 
across the back of the hand to the radial margin of the 



non 



BANDAGES FOR THE UPPKB EXTREMITIES. 108 

index finger at the junction of the phalanx with the meta- 
carpus, across the palmar face to the cuhital margin, and 
thence around to the radial border of the hand; cross the 




palm to its cubital side, over the haclt of the hand to the 
index side of the middle finger, around the bise of thia to its 
cubital aspect and then to the radial horier of the hand, so 
continning until the root of each finger is coiered terminate 
the bandage by a circular sweep around the wrist. (Fig. 39.) 

Use. — A light retaining bandage for the back of the hand. 

18. The triangle cap for the hand. 

Application, — Lay the hand upon the triangle, the base 
overlapping the wrist ; reflect the apex over the extremities 
of the fingers upon the wrist, and secure it in this position 
by wrapping the tails of the triangle around the same part. 

Use. — To retain applications upon the hand, which it 
elTects very perfectly and readily. 

14. The cravat bandage for the palm or hack of the hand. 

Application. — Place the palm, or the back of the hand, 
upon the centre of the cravat; reflect the tails upon the 
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other surface, and cruss them ; after wliich, tie them aUf 
the wrist. 

Use, — An effectual ami coovenient retoining bandagM 
the body of the hanii. 1 

15, The perforated bandage of the hand ia made offl 

Eieee of muslin or linen large enough to envelope the hand, 
aving attached to its lower margin a band half a yard or 
more in length, and an inch wide, and being perforated 
near its superior border by holes corresponding with the 
fingers. 

Application. — Insert the fingers through their respective 
fenestrse, and draw the piece over the hand, enveloping I' 
latter neatly and accurately ; secure it thus by the hand. ■ 
Use. — Same as of the preceding. 



SECTION IV. 
OR TH E LOWER 



5TREMITT. 



1. The cruro-iliao triangle, of Mayor. 
Composition. — A cravat, and a triangle. 
Application. — Knot the cravat around the pelvis, pasa 

it jnst below the crest of the ilium; place the centre of i 
base of the triangle immediately beneath the great trochBBtjj 
encompass the thigh with the tails of the bandage, and.C 
their cTtremities, or confine them with pins ; then raise 1" 
apex of the triangle, and inserting it between the surfacei^ 
the body and the cravat which girdles the pelvis, 
back «pon the body of the triangle and pin it. 

TJsB. — To confine applications made upon tho glutfl 
region, 

2. The bandage of Scultetus is dcscrlbcil fully in Sect. ! 
Chap. I. 

3. The cighteen-taiied bandage for the lower extremity^ 
Composition. — Stitch transversely to a band of mUBliD,.( 

Bufficient length, and about four inches wide, eighteen q 
strips, three or four inches in width, and long e 
make one circuit and a half about the limb; — the centre of^ 
each transverse band crossing the vertical, and the individual 
pieces arranged in the same manner as the strips of the ban- 
dage of ScuUetus, which it resembles in its application and 
uses ; as before stnted, it has the disadvantage of rerpiiring 
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the removal of the whole, if a single portion of the bandage 
become deranged or unfit for longer employment ; hence it 
is but little used, the other being preferred. 

4. Invagiiiated bandages for longitudinal and transverse 
wounds of the thigh. For a description of the composi- 
tion of these, consult Sect. II. Chap. I. Their application 
will be illustrated in the chapter on wounds. 

5. The crossed bandage of the knee. 

Composition. — A roller four yards long and two and a 
half inches wide. 

Application. — Confine the initial extremity upon the 
thigh, just above the knee, by circular turns sweeping around 
the limb from left to right (of the dresser) ; then conduct the 
roller obliquely across the top of the knee to the posterior 
aspect of the leg, around which a circular turn is effected, 
and the roller made to ascend diagonally over the knee, 
crossing the first oblique: having reached the lower part of 
the thigh, a circular turn is made, after which the oblique 
and circular folds alternate with each other in the manner 
described, and the bandage terminates in a circular turn below 
or above the knee. 

Use. — To exercise compression upon the knee, or to retain 
dressings in this situation. The same object may be attained 
in the popliteal region, by crossing the bandage behind, 
instead of in front. 

It will readily be seen that a triangle, or a cravat, will 
fulfil the same purpose ; the former as a retaining, the latter 
as a compressing bandage, when only a moderate degree of 
force is called for. 

6. Weiss's elastic knee-cap, made of some elastic web, and 
lined with India-rubber cloth, or having strips of India rubber 
inserted between its layers, gives a very agreeable and suffi- 
ciently compressive support to the knee : it is confined about 
the joint by lacing. 

As a substitute for this, the elastic bandage made of wool- 
len yarn knit, — described with the laced bandage, in the 
second section of the first chapter, — may be employed. 

7. The spiral bandage of the lower extremity. 
Composition. — A roller six yards long and two and a half 

inches wide. 

Application. — This maybe accomplished in several ways. 
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Ist. Confine the initial extremity of the roller around the 
ankle, Bay of the right leg, by circular turns revolving from 
ita outer to its inner side : having reached, in the second cir- 
cular turn, the external malleolus, conduct the Toiler across 
the instep obliqaely to the inner side of the foot, and beneath 
the sole to the little toe ; then retrace the course, covering 
the foot with two or more spiral turns ; having regained the 
instep, ascend it obliquely and sweep around the leg from the 
inner to the outer aide; thence cross obliquely to the inner 
margin of the instep, wind beneath the sole and the outer side 
of the foot, in advance of the malleolus, mount over the instep 
to the tibial side of the leg, and then conduct the roller to the 
knee in spiral and reversed turns. If the limb be straight, 
continue the same with a fresh roller, if necessary, until thu 
whole limb shall be covered. If, however, the knee be flexed, 
the joint must be enveloped with folds in the form of the figure 
8, and circniar if need be ; then ascend the thigh as in the 
Other case (fig, 16. d). 

This mode of bandaging tbe limb is very simple and secure ; 
the only objection to it is that it leaves the heel uncovered ; 
and as this part sometimes swells and becomes painful if left 
exposed while the parts above are protected, it behooves the 
dresser to avoid this difficulty, as in the following mode : 
2d. The right leg being selected, confine the initial extre- 
mity of the roller as above : then, 
instead ot crossing the instep, 
wind around the inner malleoluB, 
and over the ridge of the tendo 
Achillisjuat above its attachment 
to the heel, over the space between 
the external malleolus and the ex- 
tremity of the heel, and then cross 
the sole of the foot by a single 
oblique sweep, to the great toe ; 
cover the foot from tlie toes to 
the instep by spiral turns, and 
then wind around the inner aide 
of the heel, crossing the apMcfl 
between the inner malleolus and 
the point of the calcaneum, over 
e arch of the tcndo Achillis to the outer side of the Ifg, just 
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above the malleolus ; now pass over the instep and the point 
of the heel to the instep again, and wind the roller in the 
form of the figure 8, around the leg, the instep, and the sole, 
when, having conducted the bandage to the tibial margin 
of the leg, ascend the limb by spiral and reversed turns 

(fig. 40). ... . ' 

3d. The French spiral, as it is termed, differs but little 
from the first. It is usually commenced by merely placing 
the initial extremity upon the outer margin of the instep 
(but this is less secure than if it is confined around the ankle) ; 
now wind obliquely around the foot to the great toe, and 
beneath the sole to the opposite side ; from this point cover 
the foot with spiral and reversed turns, extending as high up 
on the instep as may be consistent with the firmness of the 
bandage, and ascend the leg at once, in spiral and reversed 
sweeps, without enveloping the heel. 

Use. — To restrain the action of the muscles of the leg ; to 
compress the limb uniformly, and to assist in procuring the 
removal of indolent swelling of the soft parts, whether caused 
by serous infiltration, chronic inflammation, or otherwise. 

8. Baynton's bandage for the treatment of ulcers. 

This mode of treatment has been already described in the 
first part of the book, in the course of the remarks on Adhe- 
sive Plaster. For an illustration of its application, see fig. 40. 

9. The laced stocking ia made of buckskin, or of some elas- 
tic web. It is formed of two pieces fitted to the shape of the 
limb and sewed together along the back of the leg and the sole 
of the foot : the anterior margins are provided with eyelet 
boles, for the purpose of lacing the stocking when applied ; 
and in order to obviate the inconveniences which might arise 
from the direct contact of the lacing apparatus with the skin, 
a piece of some soft material should be sewed along the inner 
surface of one of these anterior borders. 

Use. — To exert a uniform and equable pressure around the 
leg, particularly in case of varicose veins. 

10. An elastic gaiter for the foot and ankle may be ver^ 
well made of India-rubber cloth, lined with linen or silk, so 
contrived as to correspond with the shape of the part, and 
still be elastic : it should be confined upon the foot by lacing 
along the outer side. 

Use. — To support the foot and ankle after sprains of the 
part, or in chronic intumescence from any cause. 



PART III. 



BANDAGES AND APPARATUS EMPLOYED IN THE TRl 

MENT OF fBACTURES. 



CHAPTER I. 



GENERAL COKHIUEKATIONS ON IDE TREAXMDST OF FlUCTUBS 

TuE mc'tlioil by which nature effects the cure of a frael 
is, the formation of what ia technically called "The ( 
the different etepa of this process are thus briefly statet 
Miiller, (Phjsiol., vol. i. p. 454): — "The inflominntion \' 
eneues immediately after the fracture of a bone affects princi- 
pally the surrounding soft parts, viz., the periosteum, cellular 
tiBsue, and muscles, which all become enlarged and aggluti- 
nated together, so as to form a firm capsule around the frac- 
ture. On the inner surface of thia capsule there is formed, as 
a result of the infiammation, a scmi-fluiil subatanco which gra- 
dually acquires more consistence and becomes traversed by 
veeaels. A similar Bubstance is efi"used by the medullary tJB- 
Bue of the broken bone ; and this, together with the substance 
poured out by the capsule, at length coalesces, and forms the 
mass enclosed in the capsule and investing the ends of the 
bone, to which the name of 'substantia intermedia' Las been 
given. This substance acquires a fibrous texture, and fills all 
the space between the bones; while the muscles, cellular tis- 
sue, and periosteum return to their former normal condition. 
The inflammation does not afTect the bone so soon as it does 
the soft parts ; it commences in it at some little distance from 
the fractured extremities, namely, at the part where the bone 
is still invested with periosteum, and at the corresponding 
point in the interior. The bono likewise now pours out a ge- 
latinous exudation, in which vessels become developed, and 
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which continues to grow ; while, on the side hy which it is con- 
nected with the bone, it becomes converted into cartilage and 
bone. This new mass — the proper callus, — also occupies to 
a greater or less extent the medullary cavity. On the* exte- 
rior, its formation is continued towards the fractured extremi- 
ties, till the exudations of the two portions of bone meet and 
unite. Thus is formed the primitive callus. 

" In the meantime, the surface of the bone unites with the 
capsule formed by the soft parts and the primitive callus, and 
the margins of the fracture unite with the ' substantia inter- 
media.' Callus, too, is formed, and developes itself at the ex- 
pense of the now ligamentous 'substantia intermedia.* Peri- 
osteum is formed anew on the external uneven surface of the 
callus. 

" The further changes which the callus undergoes after the 
ends of the bone have united, consist in the restoration of the 
medullary cavity in its substance, and in the change of its 
form. The texture of the callus undergoes the same changes 
as the cartilage of bone in ossification. While it is cartilagi- 
nous, it contains the peculiar corpuscles of cartilage ; when it 
ossifies, it assumes the cellular texture of bone." 

According to Dupuytren, the period during which the pro- 
visional callus is being formed, continues until the thirtieth or 
fortieth day. In the subsequent period, the ossification of the 
cartilaginous intersubstance — " substantia intermedia" — takes 
place not before the fourth or sixth month ; the s;/^elling of the 
soft parts having been first removed by absorption, the bony 
mass filling up the medullary canal is likewise absorbed, and 
this cavity restored at the end of six to twelve months. 

According to the observations of Mr. Paget, the provisional 
callus rarely exists in the human subject, excepting in the 
case of those bones which cannot be kept at rest, as the ribs ; 
while it is of common occurrence in the inferior animals. 
(Paget's Lectures on Surgical Pathology, vol. 1.) 

Now, the aim of the surgeon, in the treatment of fractures, 
should be to place and preserve the injured parts in such cir- 
cumstances as shall most conduce to the accomplishment of 
the reparative processes just mentioned. To efiect this, three 
steps are necessary : 

Ist. To secure the proper apposition of the fragments, if, 
10 
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Bs ia generally the case, the broken ends have siiflered 
displacement ; 

2(1. To retain the fragments in this position ; 

3d: To prevent or remedyanyunpIeasantBjmptoma attend- 
ing or following the fracture. 

The method by which these indications may be best ful- 
filled clnims a brief consideration. 

1. The reduction of the fracture ia effected by extension 
and counter-extension, the first acting upon the inferior or 
distal frajjment, the last on the superior or proximal. 

There is some diversity of opinion respecting the point 
from which the fragments should he operated upon : sur- 
geons of the French school applying the extending force to 
that portion of the limb which articulates with the inferior 
fragment, and the counter-extension to that with which the 
superior is connected; while the English make the extending 
force upon the lower fragment itself, and the counter-extend- 
ing upon the upper. 

To each of these plans there are objections and disad- 
vantagea attached, if exclusively insisted upon. The argu- 
ment urged by the Continental surgeons against the latter, 
viz., that by grasping the mnscles which are connected with 
the fragments themselves, the reduction is rendered more 
difficult and more painful, because the muscles are made to 
counteract more vigorously the reducing forces, — is not really 
of much weight. For the efforts made to reduce a frncture 
need never be violent ; the force operates gradually, and ia 
exerted mediately or immediately by the hands ; and, more- 
over, the muscular contraction with which the surgeon has to 
contend is induced, probably, by the irritation inflicted upon 
the muscular fibres as the irregular and sharp extremities of 
the fractured bone glide over them, during the action of the 
extending and counter- ex tending forces, rather than by the 
mere grasping of the muscles by the hands ; and it will, there- 
fore, be excited, whether the forces act upon the broken bone, 
or upon portions of the limb more distant from the seat of 
injury. If the French mode of reduction be practised, the 
surgeon is obliged to overcome the contractile force, not only 
of the muscles directly connected with the broken bone, hot 
of those likewise which have their attachments to the more 
distant parts through which he operates. 
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In reducing a fracture, the surgeon may, therefore, consult 
his convenience as to which mode he shall adopt ; if the thigh 
has been broken, it will be most conveniently reduced by 
acting upon the pelvis, and the ankle and leg just above the 
ankle ; if the fore-arm is the seat of fracture, the injury may 
most easily be remedied, and with least assistance of attend- 
ants, by placing this member upon a proper splint, and ope* 
rating upon the elbow and wrist, the surgeon himself making 
both extension and counter-extension, while the splint, with 
the fore-arm resting upon it, is supported by his knee, or by 
an attendant. 

The amount of force employed in the reduction must be 
adapted, of course, to the resistance to be overcome; it 
should be gradually and steadily exerted. Much assistance 
will be derived from so arranging the position of the limb as 
that the most powerful muscles — those whose contraction is 
most opposed to the proper restoration of the fragments, — 
shall be shortened, and thus rendered in a measure quiescent : 
i, €., the limb should be more or less flexed ; and after the 
reduction of the fracture has been effected, this flexed posi- 
tion may be maintained, or the limb may be slowly and 
cautiously straightened, as the views of the surgeon, with 
regard to the permanent position of the limb during the treat- 
ment, shall dictate. The irritability of the muscles may be 
lessened by the administration of opium, and by distracting 
the patient's attention from his injury, while the reduction is 
being effected. 

The extending force should be made in the direction which 
the limb has assumed since the fracture; and then, as the 
proper line is gradually regained, the traction should coincide 
with it. 

As soon as the natural length of the limb has been re 
stored, the surgeon should adjust the fragments as accurately 
as possible. To this step the term "coaptation ** is commonly 
applied. It is accomplished by pressing gently all around 
the neighbourhood of the seat of fracture, avoiding, as far as 
may be practicable, all pressure directly over and upon the 
fragments, in order not to give pain, and that the soft parts 
immediately in contact with the splintered ends of the bono 
shall not be wounded and irritated, more than may be un- 
avoidable. The points of the fingers should not be used, 
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therefore, but the hand should be laid flatly upon the part, 
and very gentle pressure be gradually made from side to side. 

2. The fracture hitving been thus reduced, the aim of the 
Eurgeon is to maintain the fragments in apposition, until con- 
solidation shall have become perfected, or, in other wordH, to 
preserve these parts in a state of perfect rest. This can be 
accomplished only by mechanical appliances which shall pre- 
vent displacement of the fragments arising either from simple 
muscular contractions, or from external causes, or both. 
There are some exceptional cases from time to time occurring, 
in which, — from the fracture being perfectly transverse, and 
unattended by displacement of the fragments, — it may not 
be absolutely neeessary to confine the injured part; but even 
in such cases, no prudent surgeon would neglect to do so, in 
order to guard against accident or violence. 

The mechanical means of retention employed in the treat- 
ment of fractures consist, of bandages, compresses of various 
forms and sizes, and splints. These will be more particularly 
enumerated and described, when special fractures are treated 
of. 

The operation of these means of reduction and retention 
will be much aided by a proper position of the limb which is 
the seat of the fracture, — that position, namely, which will 
relax the most powerful muscles, connected with either frag- 
ment. The question of position will be more particularly 
referred to in the section on the treatment of fractures of the 
thigh, to which it has more especial reference. 

There are some exclusive plans of treating fractures which 
merit description : these are chiefly,^ — -let. The treatment by 
the "immovable apparatus;" and 2d. The hyponarthecic 
method of Sauter and Mayor. 

The first — or the method of treatment by the "immovable 
apparatus," — seems to have been introduced into France 
flora Spain, under the auspices of the celebrated Baron 
Larrey. Aa employed by this surgeon, the mode of its appli- 
&ition was to surround the limb — the fracture having been 
reduced, and the limb placed in the straight position, — by 
compresses, of suitable form and dimensions, saturated with a 
mixture of white of egg, comphorated alcohol and subacetate 
of lead, and retained upon the limb by folds of the bandage 
of Scultetus, likewise saturated with the same mixture; the 



II 



TREATMENT OP FRACTURES. 118 

member was kept completely quiescent until the bandage had 
become perfectly stiff and firm, forming a rigid case around 
the limb. (Vidal de Cassis, Trait, de Pathol. Ext. vol. ii. 
237, &c.) 

Since the time of Larrey, several modifications of this 
method of treatment have been originated, and adopted in 
practice. 

M. Seutin, of Belgium, employs the following apparatus : 
it consists of strips of muslin arranged as in the bandage of 
Scultetus ; compresses of old linen, or of lint, and pieces of 
pasteboard softened in boiling water so as to be moulded to 
the limb. In applying this dressing, the fracture is reduced, 
the limb restored, as nearly as possible, to its natural shape, 
and then covered with folds of the bandage of Scultetus, or 
of the simple roller ; upon this a layer of freshly prepared 
starch is applied by the hand, or by means of a brush ; then, 
having filled up the irregularities upon the surface with suit- 
able compresses, the whole is enveloped in several layers of 
the bandage of Scultetus, or of the roller, thoroughly im- 
pregnated with the paste ; for the sake of cleanliness the last 
envelope should be applied dry. 

If there be a wound of the integuments, or if the fracture 
be compound, M. Seutin directs that an aperture, correspond- 
ing in situation with the wound, should be made in the band- 
age, or that the various dressings should not be applied upon 
this point. 

During the thirty-six or forty-eight hours required for the 
hardening of this case, the limb should be retained motionless 
in some secure apparatus. 

At the expiration of from two to four days, M. Seutin 
directs that a slit should be made running longitudinally 
through the entire thickness of the envelope, so as to permit 
of the inspection of the limb ; if its condition be favourable, 
the case is closed again by applying an additional layer or 
two of the starched bandage ; if the parts be too much com- 
pressed, throughout, a longitudinal section is made and a 
strip removed ; or if there be too much pressure upon any 
point merely, only portions of the case are cut away at cor- 
responding points ; after which the apparatus is again secured 
as before. In this wav, during the whole duration of the 
10* 
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treatinent, tlie limb should be iufipeoted from tiiue to litoM 
and any difficulty remedied. 

As soon as the dressing haa become perfectly solid, M, 
Seutio allows the patient — the lower extremity being the seat 
of fracture — to widk about upon crutches, the broken limb 
supported from contact with the ground by a sling attaching 
it to the neck. 

M. Velpeau advocates a plan somewhat different from M. 
Seutin's. The solidifying material which he employs conaifita 
of one hundred parts of dextrine beaten up with sixty parts 
of camphorated alcohol, to which is added forty parts of hot 
water, and the mixture is then shaken ; in two minutes the 
solution is ready for use. Having reduced the fracture, M. 
Velpeau applies a dry roller around the limb, and, after filling 
up the inequalities of the surface by compresses, follows it by 
a roller saturated with the above solution ; sometimes he uses 
also pasteboard splints properly softened and moulded to the 
limb, or, if these be not employed, he applies in succession a 
sufficient number of bandages, previously saturated, to afford 
firm support and protection. 'J'he limb is kept at rest until 
the dextrine shall have become dry. 

M. Velpeau makes use of this dressing immediately after 
the occurrence of the injury, notwithstanding the existence 
of swelling and infiammation, considering that the compres- 
sion which the bandage exercisea upon the tissues, and the 
perfect immobility in which they are preserved, haaten very 
much the removal of this condition. He treats in this way 
comminuted and compound fractures, in the latter cases 
leaving the wound uncovered by the bandage. Unless some 
symptom occur to demand tlie removal of the dressing, M. 
Velpeau does not disturb it until the fracture has become 
consolidated. 

M. Laugier employs strong paper instead of muslin, to 
envelope the limb. He cuts this paper into strips arranged 
as in the bandage of Scultetua, and having saturated them 
- with the agglutinating mixture, covers the limb, including the 
foot, — if the leg be broken, — forming thus a firm and un- 
yielding boot. This plan is resorted to immediately, and the 
limb inspected from time to time, as symptoms call for it, in 
which event the apparatus should be adjusted accordingly. 

The "Immovable Apparatus" may be very advantageously 
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r^nd safely uaeti in the treiitment of fnicturea. — particulnrl? 
of the upper extremity, and of the leg, — n.ftpr the injury has 
been treated in the ordinary way, for a sufficient time to have 
allowed of the cessation of liability to dispUcenient of the 
fragments; in other words, when some degree of firmnesa hiia 
taken place. And it offers this great advantage over all 
other ptatis of treatment, that the individual upon whom it is 
applied may be permitted to walk freely with the aid of 
crutcheB, — exercising a reasonable caution, of course, — even 
wrni a broken leg. There are many persons who, from bad 
health, or from the pressing requirements of business, will 
not bear the long confinetoent to bed which the ordinary- 
modes of treating a fracture of the lower extremity require : 
to such this plan is very happily adapted, suitable care being 
impressed upon them. 

If this method is resorted to from the first occurrence of 
the f^.^ctu^e, the limb should be carefully inspected daily, and 
at short intervals should be exposed, particularly until it has 
become quite stiff, otherwise an irremediable degree of de- 
formity may have occurred unsuspected by the surgeon, or 
other accidents equally, or even more, serious. 

Another variety of the immovable apparatus has been re- 
commencied by Si. Dieffenbach, of Berlin. It is made of 
plaster, poured when iiuid upon the part, which has been pre- 
viously denuded of hair and smeared with oil. The case ia 
made in several pieces, according to the shape of the limb, 
and when it has become solidified it forma a very unyielding 
envelope. It presents the same advantages and disadvantages 
as the methods already alluded to, anil is much less frequently 
employed than the others. (For an account of the mode in 
which it is prepared and applied, the reader is referred to 
Vidal de Cassis, op. cit., vol. ii. p. 240.— Paris, 1846.) 

The aeoond plan of treating fractures, to which allusion 

1 been made, is that to which the terra "Hyptmarthefiia" 

I been applied by M. Mayor, of Lausanne. This method 

I first recommended by M. Sauter, but afterwards raoro 

MIy developed by M. Mayor. The apparatus employed con- 

Kts of a piece of board, somewhat wider and longer ihan 

t division of the limb which may be the seat of the frac- 

pre, and covered with a cushion of about the name dimensiona, 

she cushion is stuffed with oat-ch;iff, and is of sufficient 
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thickness to allow at least one-third of the posterio _ ^^^ 
the circumference of the lirab to sink into it, and reeeiTO 
support from it. The fracture having been reduced, the limn 
reposing upon the cushion, if there be but little tenilency to 
displacement of the fragments, a wide cravat-shaped bandage 
merely is made to embrace both the splint and the limb, op- 
posite to the seat of the injury ; if this arrangement be found 
insufficient to retain the fragments in apposition, extending 
and counter-extending cravat bands are applied to the limb 
below and above the fracture, and attached to corresponifiiig 
extremities of the board. If the leg be broken, the extending 
band is maiJe to act upon the foot and ankle and confined to 
a foot-hoard, while the counter-extension is made upon the 
leg just below the knee; any disposition to lateral displace- 
ment can be remedied by acting upon the fragments by means 
of cravata passing to the sides of the board, one operating 
upon the upper and the other upon the lower fragment; or a 
single cravat may be so applied as to act directly upon the 
angle of displacement, and having ita "point d'appui" upon 
the opposite side of the board. 

This apparatus may be stationary, or it may bo suspended 
off the bed, — if the leg be broken, — by means of cords at- 
tached to the sides of the board, and allowed to vibrate gently 
in the air. M. Mayor has even permitted his patients to sit 
op in chairs, to the back of which a framework is attaohed 
arching over in front, with the apparatus suspended from it. 
If the arm be broken, the apparatus is suspended from the 
neck upon the chest, and the limb placed upon it and suitably 
confined by cravats, 

Under the head of special fractures, this apparatus will be 
illustrated. (See fig. 53.) 

The chief advantages which M. Mayor claims for this 
method of treatment are, that it leaves the fractured limb 
constantly open to inspection, that it is very simple in its ar- 
rangement and employment, and that it allows of a certain 
degree and kind of movement of the limb as a whole, with- 
out permitting the fragments of the bone to become displaced; 
this last proposition, however, admits of so much donbt that, 
in most cases, we should dissuade from the employment of 
M, Mayor's method, considering it to be not sufficienlly 
secure; inilped thi; very f:ict that the apparatus, with the 
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pb upon it, is allowed to execute, and is even iirrangefl for, 
" igree of motion, though it be practised gently and with 
cAiition, readers some diaplacemeDt almost certain. 

There are varioua accidents which are liable to occur, and 
many complications to be met with, in the treatment of frac- 
tures, which render necessary corresponding modifications of 
the methods ordinarily pursued. Such, for example, are ex- 
coriations, and sloughings of different parts of the surface; 
wounds; a tendency to particular varieties of displacement: 
these subjects will be more properly attended to in the con- 
sideration of special fractures, when the mode of obviating, 
or remedying, them will be pointed out. As, however, it is 
oftentimes necessary in cases of fracture to subdue inflamraa- 
tion, it will be convenient to state here that, the plan to be 
pursued in such circumstances is to apply leeches upon the 
part, if required, and to leave the Bui-faoe exposed, as much 
as shall he consistent with the proper security of the frag- 
ments, in order that cooling lotions shall be laid upon it, or 
Dther local antiphlogistic applications. 

. Before proceeding to the special bandages and apparatus 
fed in the treatment of this class of injuries, it will be pro- 
Br to allude to two or three subjects of correlative interest 
^'nd importance. 

When an individual suffers a fracture of the lower ex- 
tremity, — or meets with any injury which incapacitates him 
^^for walking, the proper mode of removing him to his home, 
^^u to the hospital, is a serious concern. Generally, it is ne- 
^^HflBary, in such cases, to make use of any means of trans- 
^H^rtation which shall chance to present itself, as a window- 
^ehutter, a door, or a settee ; but every public institution for 
the relief of the sick should have attached to it, as an im- 
portant part of its apparatus, a vehicle contrived expressly 
for the purpose. This may be made like the ordinary hand- 
barrow, having its body about seven feet long and two and a 
half or three feet wide, provided with a slatted or sacking- 
bottom, and with a mattrass and cushions, and supported olf 
the ground upon legs, two feet, or more, in length : when 
used in carrying a patient, two men should be employed, one 
to Buatain each extremity. The patient should be extended 
ilpon the mattrass, the injured part comfortably and securely 
feposing upon the cushions. If one of the extremities he 
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fractured, or otherwise hurt, the limb should be bo 

that the painful action of the muscles sliall be countertK^Ee^ 
ns much as possible, by position, and attention should be 
directed, temporarily at least, to any pressing emerjrency, — 
for example, to the existence of hemorrhage, excesaivo pais, 
ay n cope, &c. 

The part which is the sent of the injury, should be exposed 
very gently by cutting off the clothes or other coverings which 
envelope it, rather than by drawing them away; the panta- 
loons, for instance, should be ripped along the outer seam, 
and the boots divided in the most convenient manner by a 
knife. In cleansing the surface, and in making the necessary 
examinations, delicacy of manipulation should be invariably 
studied, and the infliction of any unnecessary pain scrupu- 
lously avoided. In removing the patient from the litter, and 
in placing him upon the bed, the same care should be exer- 
cised, the injured part being supported by the surgeon 
himself. 

Not the least important desideratum in the treatment of 
those fractures, or other injuries, which require that the 
patient shall lie perfectly quiescent for a considerable length 
of time, is a proper bed, which is rarely to be met with. The 
fractnre-bcd in general use is an ordinary mattrass firmly »nd 
smoothly filled, and having a circular aperture cut through 
its centre, to correspond with a similar aperture in the sack- 
ing or floor of the bedstead. When the patient is about to 
have an evacuation, the cushion which covers the hole in the 
mattrass is removed, and a suitable vessel made to slide along 
a, double groove, placed across the bottom of the bedstead, to 
receive the passage. The objections to this bed are that, the 
patient is obliged to raise himself, or to be raised, when the 
cushion is withdrawn and replaced, and that after the bed 
has been in use for a short time, it sinks very much iu the 
middle, so as no lunger to present a flat surface to support 
the body and hips ; both of these are serious objections and 
inconveniences. They may be, in a great measure at least, 
obviated, by employing a bed constructed after the following 
method : the mattrass should be very firmly and evenly filled 
with hair; it should be five or six inches in thickness, with 
the margins, or border, perpendicular, about seven feet long 
and from four to four and a half feet wide. An oblong sec- 
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middle from one side to the distance of a few inches beyond 
the median line, should be removed, and, after having been 
properly prepared, be arranged so as to be drawn backwards 
and forwards at pleasure upon the floor of the bedstead. Tho 
bottom of the bedstead should be made of board, and should 
be entire, with a movable section opposite that of the raat- 
trass, corresponding with it in length and breadth, and so 
a<Iapted as always to afford a perfectly firm support to it, 
which may be readily accomplished by allowing the slat to 
play upon a double groove. When an evacuation is to be 
received, one hand of the attendant should be placed under- 
neath the hip of the patient, and the section of the bedstead 
and of the mattraaa be withdrawn only so far as to allow the 
passage to take place freely, while the hip still reposes upon 
the edge of the section of the mattrass ; the vessel for receiv- 
ing the evacuation may he supported in any convenient man- 
ner underneath the bedstead. Or an aperture of suitable size 
to permit of the evacuation, but not unnecessarily large, may 
be cnt in the centre of the mattrasa, and the portion which 
was removed adapted, by a hinge joint on its inferior surface, 
to close the aperture when the evacuation has been accom- 
"iahed, being kept closed by a movable strip passing across 

3 bedstead and constituting part of its floor, 

* A very good substitute for the fracture-bed, particularly 

: children, will bo found in the clinical frame, such as is 

described in the Appendix of Cutler's treatise on bandaging, 

It consists of a simple framework, of two longitudinal and 

_ two transverse bars attached at their extremities, about seven 

feet long and a yard wide ; a single piece of canvass, with a 

rcalar aperturo in its centre, is firmly stretched upon it, or 

I^Teral strips of webbing are nailed across it, intersecting 

"ii'ach other in various directions, but leaving a sufficiently 
large vacant space in the middle. The frame thus prepared 
is habitually placed upon the mattrasa, having been pre- 
viously covered with a sheet in the centre of which a circular 
hole has been cut, and the patient reposea upon it ; when ho 
desires to have a passage, the frame is raised sufficiently off 
the bed, and supported in this position in any convenient and 
^HBvcure manner, while the evacuation is received in a propei 
^■Mael. The frame may be raised by two attendants, or by 
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means of the tripod arrangement of Cutler, which consists of 
three strong bars united by a hinge-joint at their upper 
extremities, and having an iron ring or hook secured to their 
point of union and presenting downwards : through this ring 
a long lever is passed, having attached to one end of it the 
cords by which the frame is suspended, while the force for 
elevating the latter is exerted upon the other extremity : when 
the frame is raised, the lever may be secured in position by 
cords attached to some fixed point. 

The apparatus of Jenks, of which a description and a 
drawing are given in Gibson's Surgery, vol. i., is more com- 
plicated and very much more costly than the simple contri- 
vance wbove described : it is, however, a much more perfect 
arrangement, and should be introduced into every hospital. 
But in private practice it is generally sufficient to trust to the 
fracture-bed for adults, and to the simple frame described 
for children, who can be lifted from the bed by mere muscular 
strength. 
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CHAPTER II. 

BANDAGES AND DRESSINGS FOR FRACTURES OF THE BONES 

OF THE HEAD AND TRUNK. 



SECTION I. 
FOR FRACTURES OF THE BONES OF THE SKULL AND FACE. 

1. When, in fractures of the cranial bones there is displace- 
ment of the fragments, it is produced by the violence, what- 
ever this may have been, which occasioned the solution of 
continuity, and not, as in similar injuries of the long bones, 
by muscular action. Hence, after the displacement has been 
remedied, — if it be necessary, or advisable to attempt it, — 
bandages are only required for the purpose of protecting the 
injured parts from external irritation, and of retaining such 
dressings as may be applied ; they are, therefore, very simple, 
as for example, strips of adhesive plaster, the triangle of Mayor, 
the T bandage, or an ordinary night-cap, or finally, the recur- 
rent bandage : — these have already been described. 

2. Generally, the same remarks may be extended to frac- 
tures of the facial bones, those of the nose for instance : the 
fragments having been restored as well as possible, to their 
natural positions, they need no bandages to preserve them 
*' in situ ;" the latter are serviceable only as retentive or pro- 
tective means. 

3. In fractures of the inferior maxillary bone, however, the 
fragments are almost always displaced, and retained in their 
abnormal situations, by the direct action of the muscles which 
are connected with them, as the digastric, the hyoid, the pte- 
rygoid muscles, &c., &c. ; it becomes necessary, consequently, 
to employ some kind of bandage or apparatus which shall coun- 
teract the influence of these displacing agents. 

The bandages most frequently used for this purpose, and 
which will probably be found suflScient in all cases, — are the 
11 (1^1) 
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four-tailed of the cbin, 
of this city. 

1. The four-tailed handnge of the chin. 
Composition. — An oblong piece of stout pasteboard divi 

at each end to within an inch of the middle; — a four-tailed 
bandage, prepared as directed in the section oa bandages of 
the head ; — compresses. 

Application. — The pasteboard, previously softened by im- 
mersion in hot water and moulded to the form of the chin and 
jaw, (fig. 41,) is applied upon the Beat of 
fracture ; then the middle portion of the 
bandage is placed upon the chin, over the 
splint; the two superior tails, a, a, fig. 
20, are carried, one on each side, towards 
the nape of the neck, where they are 
crossed, and then conducted, one along 
each side of the head, obUquely upwards 
and forwards to the forehead, and pinned; 
the lower tails, 6, 6, are now carried upwards before the earB, 
to the summit of the head, where they in turn are crosned, 
and then returned and confined beneath the chin. (Cutler, 
p. 70.) 

2. The bandage of Professor Gibson, and its application are 
thus described by the author himself: "The surgeon having 
carefully examined the injured parts, and replaced such teetS 
as may have been shaken or loosened, runs his finger along 
the margin of the jaw, models the parts to a proper shape, and 
closes the mouth firmly, making the lower teeth presa fairly 
against the upper. Then a cotton or linen compress of mode- 
rate thickness, reaching from the angle of the jaw nearly to 
the chin, is placed beneath and held by an assistant, while the 
surgeon takes a roller, four or five yards long and an inch and 
a half wide, and passes it by several successive turns under 
the jaw, up along the sides of the face and over the head; 
now changing the course of the bandage, he causes it to pass 
off at a right angle from the perpendicular cast, and to enotr- 
ole the temple, occiput, and forehead horizontally by several 
turns ; finally, to render the whole more secure, several addi- 
tional horizontal turns are made around the back of the neck, 
under the ear, along the base of the jaw, and over the p^nt 
of the chin. To prevent the roller from slipping or changing 
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its position, a short strip may be secured by a pin to the hori- 
zontal turn that encircles the forehead, and parsed backwards 
along the centre of the head as far as the neck, where it must 
be tacked to the lower horizontal turn, — care being taken to 
insert pins at every point at which the roller has crossed. 
This simple method of securing a fractured jaw I have prac- 
ticed very successfully for several years." (Fig. 42.) 

8. Dr. J. R. Barton's bandage. 

Composition. — A roller five yards long and two inches 
■wide ; suitable compresses. 

Application. — Place the initial extremity of the roller upon 
the occiput just below ita protuberance, and conduct the cy- 
linder obliquely over the centre of the left parietal bone to She 
top of the head ; thence descend across the right temple and 
the zygomatic arch, and pass beneath the chin to the left side 




of the face; mount over the left zygoma and temple to the 
Bummit of the cranium, and regain the starting-point at the 
occiput by traversing obliquely the right parietal bone ; next 
wind around the base of the lower jaw on the left side to the 
chin, and thence return to the occiput along the right side of 
the maxilla; repeat the same course, atep by step, until the 
roller is spent, and then confine its terminal end. (Fig. 43.) 
These bandages are easily applied, and are very efficacious; 
the pasteboard splint described in connexion with the first, 
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will be found to le a very nseful adjunct to the two latter. 
The bandage may be made to act upon any particular portion 
of the jaw, aa required by the situation of the fracture, by mo- 
difying slightly the course of the roller in its succesBive turns, 
and by a proper position of the coHipresses ; a little refiectjon 
on the part of the dresser will enable liim to adapt hia means 
of treatment to the ends indicated in each case. 

Mr. Lonsdale invented a complicated apparatus for the 
treatment of a particular case of fracture at the symphysis of 
the lower jaw, in which much difficulty was experienced. lie 
fonnd it to answer perfectly in this instance, and in several 
other eases which occurred afterwards. The ends which he 
had in view, and which he gained by this apparatus, were " to 
apply all the force and pressure to the lower jaw alone ; to fix 
the two portions of bone between two parallel forces, by ap- 
plying one on the teeth, and the other under the base of the 
jaw ; lastly, to keep the two portions of bone on the same ver- 
tical plane, by fixing them in a grooved plate placed along the 
teeth." For the description ami illustration of Mr. Lonsdale's 
apparatus, the reader is referred to this gentleman's " Practi- 
cal Treatise on Fractures," p. 234, et seq. ; or to Mr. Cutler's 
book, p. 71, et 8eq. 

K the fracture be compound, or in a simple fracture com- 
plicated with a wound of the cheek, or chin, the folds of the 
bandage must be so arranged as not to press with too much 
force directly upon the wound, and to allow of the applica- 
tion of suitable dressings, of which the first object is to pro- 
mote immediate closure of the wound. 



I 



BANDAOES FOR FRACTURES OF THE liONKS OF THE TRDNK. 

1. For fractures of the vertebra. 

The bones of the spinal column are very much screened 
and protected from fracture by their peculiar shape and sitn- 
ntion ; hence they are rarely broken. When they are thus 
injnred, it is most frequently the spinous process which sufi^rs, 
as being the most exposed, and, from its form and structure, 
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the most readily broken. But very little displacement fol- 
lows when it is fractured, since it is imbedded in muscles and 
ligaments, and acted upon with equal force from both sides, 
A bandage is not, therefore, really needed in cases of this 
kind ; it is very proper, however, to make use of the roller, 
as exhibited in fig. 29, or of the laced bandage of the chest, 
already described, with compresses placed upon the spinous 
process, in order to insure perfect apposition of the frag- 
ments, and to prevent injury from the movements of the pa- 
tient in bed. The injury done to the spinal medulla is gene- 
rally such as to demand more attention on the part of the 
surgeon than the mere fracture. The condition of the blad- 
d^, especially, will require watchfulness, retention of urine 
being a very common accompaniment of the accident, and 
demanding the introduction of the catheter at least twice daily. 
Sloughing of the integuments, wherever pressure falls, is also 
a troublesome complication, and one which should be pre- 
vented, if possible, by frictions of such parts, and by the proper 
adjustment of pillows. 

2. For fractures of the ribs and sternum. 

A little reflection upon the shape and connexions of these 
bones will show that there cannot, as a general rule, be much 
displacement of their fragments when they are broken. The 
ribs are attached to each other both above and below, and 
throughout their entire length, by the intercostal muscles ; 
they are strongly bound to the vertebrae, and connected to the 
sternum in front by a very elastic tissue ; while the sternum is 
itself securely united to the clavicles, and retained "in relief,'* 
as it were, by the numerous costal arches which subtend it on 
each side. Thus the whole, and each part, are so elastic that 
they regain their original shape, when this has been altered 
in case of fracture, unless the fragments are driven into the 
cavity of the chest by great violence. 

The general indication of treatment in fractures of the ribs 
and sternum is to prevent, as much as practicable, the play 
of the thoracic respiratory muscles, devolving the perform- 
ance of the mechanical acts of respiration upon the diaphragm, 
thereby preserving the broken bones in a state of comparative 
repose. To accomplish this, compresses and a bandage of 
some sort are necessary. The laced or buckled bandage of 
the chest will answer very well in many cases, but generally 
11* 
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the roller ia to be preferred. Its application should be com- 
raenced from below, the patient having previously made a 
forcible expiration ; the roller should ascend to the axilla by 
circular turns, made with considerable tightness, and then 
pass obliquely upwards and outwards from the axilla to the 
oot of the neck on the opposite side, and down in front of 
he chest, crossing the circular folds of the bandage which it 
erves to secure by means of pins inserted at intervals. The 
roller for this bandage should be about eight yards long and 



three 



*ide. 



The proper disposition of the compresses is a matter of 
much importance in the treatment of these fractures. If & 
rib has been broken by force acting upon its anterior portion, 
the solution of continuity has occurred probably near the 
angle, where the anterior and posterior curves meet ; the first 
effect of the violence has been to increase the bend of the 
rib at this region, and finally to rupture its fibres; of course 
there will be an angular displacement externally, and the 
compress should be applied either directly over the fracture, 
or one should be placed a little anteriorly and another just 
posteriorly to it. But when the force impinges upon the 
angle or side of the rib, if there he any displacement appre- 
ciable, it is probably towards the cavity of the cheat, and the 
compresses should be so placed as to restore, if possible, the 
natural curve of the bone, and thus to throw the fragments 
outwards. To effect this object, apply one compress upon 
the rib near its junction with its cartilage, and another near 
its angle, as far posteriorly as may be ; or, as Mr, Lonsdale 
advises, a broad lath or piece of pasteboard, may be laid 
upon the side of the chest and confined by a roller, being 
made to press with especial force upon points remote from the 
seat of fracture. 

If the sternum has been broken, and there be depression 
of one of the fragments, a compress should be laid upon the 
portion which is not depressed, near the line of fracture, and 
another upon the depressed portion of the bone at a point 
remote from the rupture, bo that, when the roller is made to 
act forcibly upon the two, the first fragment will be depressed 
and the other elevated, at the broken margin. 

The bandage should he worn four or five weeks. 

3. For frnctnres of the pelvic bones. Those bones are 



FRACTURES OF TH B»B ONES OF THE TRUNK. 127 

very rarely broken, and they are so enveloped, individually 
and collectively, in muscular and ligamentous expansions 
covering their whole surfaces, that in the event of fracture 
there can be but slight displacement, unless when the frag- 
ments are violently forced inwards. 

The indication for the treatment is, of course, to keep the 
fragments at rest. To accomplish this a broad roller should 
be passed firmly around the upper part of the thighs and the 
pelvis, and compresses judiciously applied to enable the band- 
age to act upon particular points, as may be required. Per- 
fect quiescence should be enjoined upon the patient for a 
length of time, — from two to two and a half months. The 
state of the bladder must be carefully attended to. 

In cases of compound fracture of the bones of the head 
and trunk, the dressings must be so applied as not to press 
with too much force upon parts surrounding the wound, other- 
wise sloughing of the integuments may ensue. The bandage 
should cover the wound very lightly, in order that suitable 
applications may be made to it : it is better indeed that the 
bandage for the fracture itself shall leave the wound exposed, 
and that an additional retentive band be employed foi; such 
dressings as may be called for. 



OnAPTER III. 



ON THE APPAR. 



FOR FRACTURES OF THE CLAVICLE. 
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Thh slender proportions and exposed situations of this 
bone render it very liable to be broken ; and in tbe great 
majority of instances a. considerable degree of displacement 
accompanies the fracture ; tbe exceptional cases are those in 
which tbe solution of continuity has occurred at the acromial 
extremity of the bone, where tbe surface is broad and covered 
with ligamentous expansions. But when, as generally haj- 
pens, the fracture has involved the more central portions of 
the clavicle, an angular deformity is produced, presenting an- 
teriorly, the scapular fragment being dragged downwards by 
the weight of the arm, and drawn towards the median line 
of the chest, in front, by tbe action of the pectoral muscles ; 
the sternal fragment is but little deviated from its natural 
position, being held in place by the combined but counteract- 
ing forces of the sterno-clavicular and costo-clavicular liga- 
ments, and of the sterno-cleido-maBtoid muscle; the promi- 
nence seen and felt at the point of fracture is due, in roost 
eases to the sternal fragment, the scapular portion being 
drawn rather below and behind the other; sometimes, how- 
ever, the scapular fragment projects in advance of tbe eter- 
nal. The fracture is usually oblique and simple; comminuted 
and compound fractures occur, however, at times. 

The indication to be pursued in the treatment of this injury 
is, of course, to reverse the line of displacement of the sca- 
pular segment of the bone ; viz., to force the shoulder, and 
with it the fragment of the clavicle which is attached to it, 
upwards, outwards, and bs,ckwards ; and having thus restore*" 

(1-8) 
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the natural form of the clavicle, to retain the parts in this 
position until consolidation of the fracture shall have taken 
place. The first, or the reduction, is not difficult ; the last 
demands constant care from the surgeon, and a well-contrived 
apparatus. In regard to this, M. Vidal (de Cassis) says — 
*' fracture of the clavicle is almost always followed 'by de- 
formity ;" and he adds very truly, " but this deformity is not 
attended with much inconvenience, and does not seriously 
impair the movements of the limb." In females particularly, 
however, a deformity in so exposed a situation as this, must 
be unpleasant, and every endeavour should be made to pre- 
vent its occurrence. 

It is interesting to trace the progressive steps which have 
been made in the treatment of this injury. *' Hippocrates 
considered it necessary merely to draw the shoulder outwards 
and backwards. With this view he directed the patient to 
lie upon some prominent body, the back only being sup- 
ported, while the shoulders were forced backwards and out- 
wards by their simple weight. Paulus (Egineta, in addition 
to this, placed a pad in the axilla. Guy de Chauliac en- 
deavoured to fulfil the same indication by means of a bandage 
applied around the shoulders in the form of the figure 8, 
which plan was generally adopted, and of which many sur- 
geons recommended modifications without, however, increasing 
its efficacy.'* (See Vidal de Cassis, op. cit., vol. ii. p. 291, 
et seq.) Thus from time to time, until the present day, many 
varieties of apparatus, some of them very complicated, pos- 
sessing different degrees of excellence, have been contrived 
for the treatment of fractures of the clavicle. It was re- 
served, however, for one of our own countrymen, a surgeon 
of this city. Dr. George Fox, — to invent, in the year 1828, 
an apparatus which admirably fulfils every indication, is very 
simple in its construction and application, is more comfort- 
ably borne, perhaps, than any other, and yet leaves the in- 
jured clavicle freely and constantly exposed to the view of 
the surgeon, and for the application of topical remedies, if 
required. 

The apparatus of Dr. Fox consists of a firmly stuffed pad 
or a wedge shape, and about half as long as the humerus, 
having a band attached to each extremity of its upper or 
thickest margin : a sling to suspend the elbow and fore-arm. 
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made of strong mualin, with a cord attaclied to the bum«| 
extremity, and another to each end of the carpal portio^ 
and a ring mado of muslin stuifed with cotton to encircle the 
Bound shoulder, and serve aa means of acting upon and se- 
curing the sling. The apparatus ia applied thus : — Pass the 
arm of -the uninjured side through the ring, so that the latter 
may surround the shoulder ; press the thick end of the pad 
firmly againet the summit of the axilla of the aifected side, 
and carry the hands which are attached to it, one in front of 
and the other behind the corresponding shoulder, to croaa 
upon the root of the neck and traverse the cheat ohliquely, 
before and behind, and to be tied to the ring; then having 
fixed the elbow and the fore-arm corresponding with the frac- 
tured clavicle in the sling, conduct its posterior cord behind 
the thorax, and the two anterior cords in front of it, and 
secure them to the ring. The shoulder can be operated upon 
very powerfully by means of these cords; it can he thrown 
upwards, or backwards and outwards, to any required degree, 
and one of these motions can be impressed upon it at plea- 
sure, until the surgeon shall be satisfied with the position of 
the fragments. 

Soft pads of cotton should be interposed between the sur- 
face and the apparatus at different points; and, from time to 
time, when the surgeon re-arranges the dressings, he should 
endeavour to make the pressure bear upon parts of the sur- 
face which have not previously, or recently, been acted upon. 
The point of the elbow will require protection in this way ; 
frequently it is well to make a circular aperture in the sling 
and, having covered it with a flattened mass of cotton, to 
allow the point of the elbow to sink into it. 

If the fracture is comminuted, a compress may be placed 
over the fragments, to assist in the securing of perfect appo- 
sition . 

Fractures of the clavicle, treated by this apparatus, are 
daily dismissed from the Pennsylvania Hospital, and by sur- 
geons in private practice, cured without perceptible deform- 
ity ; and no one who has employed it wilt be disposed to use 
any other as a substitute. 

The annexed drawing exhibits this dressing aa,a,pplied. 
(Fig. 44.) A mere inspection of it will show the advantages 
jf this apparatus over all others, in the complete performance 
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of the requisite revolutioni 
the iDJured parte, its 
ligbtness, and the avoid- 
ance of impediment to 
reepiratioD, and of pres- 
sure upon the mammary 
glands when it is applied 
to females ; in each of 
these particulars the com- 
plicated bandage of Des- 
sault, Trhich is still used 
by some surgeons, is open 
to serious objection ; the 
game remark is likewise 
applicable to the plan of 
treatment recommended 
and illustrated by M. 
Velpeau (op. cit., vol. i. 
p. 229) ; indeed this must 
thai 



of the shoulder, the exposure of 




the other, since it merely confines, by means of a roller, the 
hand corresponding with the broken clavicle upon the sound 
shoulder, no pad being 

placed in the axilla to *■"*■"■ 

force the scapular frag- 
ment outwards. (See fig. 
46.) 

As a temporary band- 
age, to he employed 
during the short time ne- 
cessary for the prepara- 
tion of Fox's apparatus, 
if the surgeon have not 
one already made, that 
recommended by Mr. 
Lonsdale may be used. A 
pad, resembling in shape 
that already described, is 
to be secured in the axilla by means of a roller. " The elbow 
ia next to be brought before the chest as far as possible, and 
to be held there, while a few turns of the roller are passed 
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around to confine it to the thorax ; a aling is the: 
applied, which must be maiie very short, so as to prevent tfi* 
elbow from falling from the position into which it has been 
brought, for upon this depends the whole action of the hume- 
rus on tho scapular end of the clavicle." (Lonsdtile, op, cit,, 
pp. 212, 213.) (Fig. 45.) 

A bandage very similar to this wna described by Dr. Brown, 
of New Tork, in the Philadelphia Medical Recorder of 1821. 
It requires that a pad of a wedge shape shall be confined in 
tbe axilla by means of a roller, which also fixes the fore-arm, 
previously flexed at an acute angle upon the breast, leaving 
the wrist and hand to be supported by a sling. This band- 
age is described in detail and illusti-ated by a drawing in the 
Medical Recorder, as above mentioned. 

Many other plans of treatment have been proposed and 
resorted to, but the apparatus of Fox will be found of itself 
sufficient for all cases which may occur. Latterly, nn en- 
tirely novel method has been instituted in France by M. 
Guiliou ; this gentleman reported it to the Academy of Sci- 
ences of Paris, and the description of his mode of treatment 
was published in full in "L'Abeille Medicale," for October, 
1847 ; the following summary is taken from that journal : 

Tbe apparatus consists of five pieces, — Ist, of a sling 
made of a handkerchief of proper length ; 2d, of a craval 
folded in the middle; 3d, of a body-bandage formed of a 
towel; 4th, of a square cushion of linen, thicker in the 
middle than along tbe margin ; 5th, of a pad for the axilla, 
having a band of about a foot and a half long attached to ita 
base on each side. 

In the adjustment of the apparatus, the pad is placed in 
the axilla of the injured side, and secured in this position by 
crossing its bands upon the sound shoulder ; the forearm is 
then thrown behind the back and supported by the sling, 
which is passed around the neck, and made longer or shorter, 
according to the degree of force which it may be necessary 
to exert upon the external fragment of the clavicle, since the 
more the fore-arm is raised, the more the external fragment 
will he thrown outwards, backwards, and upwards ; in order 
to confine the arm securely in this position, the body-bandage 
is applied, to compress tbe lower part of the humerus against 
the thorax, while tho cravat band acts in a similur manner 
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upon the upper portion of the arm, being wrapped around 
this part of the humerus, and fastened upon the sound 
shoulder; to increase the power of the cravat, the square 
cushion is inserted between it and the back, and the cravat 
and the body-bandage are pinned to it. 

M. Guillou has employed this method of treatment for 
some years, and prefers it to all others. 

The author has treated several cases of fracture of the 
clavicle after this method, and has found it to accomplish all 
the indications as well as Fox's apparatus. It is, however, 
rather more irksome to the patient, during the first few days, 
than the dressing of Dr. Fox. The pieces composing the 
latter apparatus may be used instead of those described by 
M. Guillou. 

The duration of treatment of cases of simple fracture of 
the clavicle may be stated at six or eight weeks. 



SECTION II. 
FOR FRACTURES OF THE SCAPULA. 

Viewing merely the prominent situation of the scapula, and 
its rather delicate physical conformation, one would fancy 
that it was particularly subject to breakage ; but this is not 
really the case. It reposes upon a soft and yielding bed of 
muscular tissue,, and is covered by the same sort of structure, 
so that any force which acts upon the scapular region is de^- 
prived of a large part of its capacity to injure, before its in- 
fluence has extended to the bone itself. Even its projecting 
processes, little adapted as they are in themselves to resist 
violence, are sheltered and protected in the same way. 

The parts of the scapula which are most often broken are, 
in the order of frequency, the acromion process, the inferior 
angle of the bone, the body, the coracoid process, and, finally, 
the neck. 

1. Of the body and inferior angle. 

When the body of the scapula is fractured either obliquely 
or transversely, there cannot be much separation or displace- 
ment of the fragments, since its whole surface, both in front 
and posteriorly, is covered by an expansion of muscular 
12 
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fibres, having an attachment around the margin of the booe. 
The indication to be kept iaview. tliereforo, in the treatment 
of this accident, is merely to maintain the fragments at rest, 
by preventing the action of the muscles which operate upon 
them directly and indirectly. This object ia readily and 
completely attained, by applying over the body of the scapula 
a hroiid compress, and securing it in this situation by passing 
a wide roller around the chest ; the arm should be kept at rest 
in the flexed position, supported in a sling, and confined upon 
the breast. 

When a fracture separates the inferior angle from its con- 
nexion with the body of the scapula, the former ia more or 
less drawn away from the latter by the action of the teres 
major muscle. Hence, in the treatment of this fracture, the 
arm should be carried backwards towards the scapula, in order 
to relax this muscle, and confined iu this position by means 
of a broad roller, which shall likewise press upon the body of 
the bone and its inferior angle, — the fragments having been 
put in apposition, — by the intervention of compresses placed 
directly upon these parts. The fore-arm should be supported 
by a sling. 

2. Of the coracoid process. 

This portion of the scapula is placed very much out of the 
reach of injury, yet it is occasionally broken. When frac- 
tured, a certain amount of displacement will probably occor 
as a result of the action of the three muscles attached to it, 
viz., the pectoralls minor, the coraco-brachialis, and the short 
head of the biceps, whose combined agency will drag the frag- 
ment downwards and somewhat inwards, towards the point of 
origin of the smaller pectoral muscle. 

To re-adjust the fragments, the above-named muscles must 
be relaxed, and some small compression made over the broken 
process. The fore-arm should be Qexed to an acute angle and 
supported upon the breast, the hand of the injured side rest- 
ing upon the sound shoulder, while a graduated compress la 
confined over the natural situation of the coracoid process by 
meiins of the spica bandage (fig. 37). Or the bandage vhiob 
M. Volpeau recommends for the treatment of fractures of ths 
clavicle (op. cit., p. 229), will fulfil the same indications very 
well; thus: select a roller from ten to twelve yards long and 
two and a half inches wide, and apply its initial extremity to 
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the Kxilla of the sound side; then conduct the cylinder 
obliquely upwards over the back to the affected shoulder, 
place the hand of this side upoD the opposite shoulder, the 
fore-arm reposing upon the chest, and continue the roller over 
the claTicle of the injured side, across the upper part of the 
arm to the oatside of the same, and bo under the arm, the 
elbow and the fore-arm to the axilla of the sound side ; from 
this point, repeat the same course nntil Beveral turns have 
been made in doloires opeoing towards the point of the 
ehoulder. Having reached the axilla after the fourth or fifth 
fold, continue the roller in circular sweeps passing horizontally 
around the back, the axilla of the injured side, the arm, elbow 
and fore-arm, and thus alternate the oblique and horizontal 
tarns nntil the roller is exhausted In order to make the 
folda secure, insert pins at the different points of crossing, or 
cover the whole with the starch or dextrine solution A 
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graduateii corapresa applied upon the covacoid process, before 
crossing it with the roller, will adapt this bandage more per- 
fectly to this particular fracture (fig. 46). 

3. Of the acromion process and the neck of the scapula. 
When the neck of the bone is separated from the tody, it 
is drawn downwards by the weight of the arm, and the course 
of treatment is at once rendered manifeBt, viz., to apply such 
a dressing as shall restore the hone to its natural situation 
and preserve its apposition with the main fragment. A pad 
should be placed in the axilla against the head of the humerus 
and firmly supported, while the shoulder is raised and the 
arm maintained in repose upon the breast, with the fore-arm 
flexed. Fox's apparatus for fractures of the clavicle fulfils all 
the indications very perfectly, (See fracture of the clavicle.) 
When the acromion process is broken, the weight of the 
arm, as in the other case, draws the fragment from its natural 
position, and the same kind of treatment is indicated, with 
the addition of a certain degree of compression upon the pro- 
cess itself. The apparatus of Dr. Fox is applicable to this 
injury, also — with a figure-8 bmdage applied to act upon a 
compress placed upon the acromion process (see crossed ban- 
dage of shoulder and axilla) ; or the mode of dressing recom- 
mended by Jlr. Lonsdale will fulfil the indications very ele- 
gantly. The process may 
be steadied by the spica 
bandage, which is to be 
applied over the shoulder 
and then under the axilla 
of the affected side, kc, 
&e., until the roller is 
nearly exhausted. The 
last part of the bandage 
may be made to cross the 
I shoulder, to descend in 
front and pass under the 
elbow and lower part of 
the fore-arm, by which 
means any degree of pres- 
sure can be made upwards 
with the head of the hu- 
mply shortening that portion of the roller which 
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passes under the elbow. The wood-cut (fig. 47) represents 
this bandage applied. (Lonsdale, p. 202, 3.) It will be seen 
at once that, by regulating the length of the sling on which 
the elbow reposes, and allowing the wrist and hand to droop 
more, or less, as may be required in each particular case, the 
degree of pressure upwards against the acromion process 
may be much modified. This bandage of Mr. Lonsdale 
is open to the objection, that it does not sufficiently confine 
the arm. 

The bandage of Velpeau, above described, will also answer 
very well for the treatment of this fracture. (Fig. 46.) 

After fractures of the scapula, generally, the parts should 
be kept at rest in a secure apparatus for six or eight weeks, 
and when the neck of the bone is detached from the body, a 
longer time is required to complete the union ; Sir A. Cooper 
fixes it at from ten to twelve weeks. But as soon as the 
fragments have become so far united, as that there is no per- 
ceptible motion between them, upon careful and gentle hand- 
ling, passive motion should be resorted to : this is particularly 
important in fracture of the neck of the scapula, for, if the 
shoulder-joint is allowed to remain perfectly motionless 
during the ten or twelve weeks which are requisite for entire 
solidification of the fracture, the head of the humerus will be 
found to have become so firmly fixed in its socket, that ano- 
ther series of weeks will be required to restore to the joint its 
ease of motion. 

In compound fractures of the scapula and clavicle, an objeet 
of primary importance is, as in all other compound fractures, 
to convert the injury as speedily as possible into a case of 
simple fracture, by iflducing closure of the wound by the first 
intention. The mode of effecting this is the same as in other 
similar injuries: by approximating the edges of the wound, 
and retaining them in contact by adhesive plaster. If the 
surgeon fails of accomplishing this purpose, and suppura- 
tion ensues, the poultice, or the water-dressing, must bo 
substituted. 
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It is in fractures of the long bones of the extremiticB, thai 
displacements are most frequent and moat varied in direction ; 
for these bonea are acted upon at different points of their 
surface by numerous muscles, having contractile fibres, vary- 
ing in their lengths and in their directions of contraction. 
Hence, in a measure, the great numbers of apparatus which 
have been contrived for the treatment of these injuries. 

The humerua may be broken in its shaft, or at the condy- 
loid, or scapular extremity ; the first is the most frequent seat 
of fracture. 

1. Fracture at the ihaft of the bone may occur either 
above, or below, the line of insertion of the deltoid muscle; 
in either case, there will be displacement of the portions of 
the bone, excepting in rare instances, when the fracture is 
strictly transverse, and has been caused by a force insufficient 
to throw the lower fragment from the axis of the upper; and 
even if the arm be not shortened, it will probably be some- 
what curved by the action of the muscles, which operate from 
above the fracture upon the lower fragment. 

When the fibres of the bone have been ruptured above the 
insertion of the deltoid, the upper segment will be drawn in- 
wards towards the chest, by the action of the pectoralis 
major, chiefly, while the lower fragment will be drawn up- 
wards and outwards by the combined action of the deltoid, 
and the triceps and biceps muscles. 

If the fracture has occurred below the attachment of the 
deltoid, this muscle will raise the upper fragment outwards, 
while the lower portion will be drawn a little upwards, and 
inwards also with reference to the assumed position of the 
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upper fragment, by the contraction of the muscles which 
pass from the scapula to the lower part of the arm and the 
elbow. 

Whether the shaft of the bone has been broken above, or 
below, the point under consideration, the indications of treat- 
ment will be the same, viz. : to restore the limb to its proper 
length and axis, if these have been altered, and to keep the 
parts at rest. This object will be best accomplished by the 
following plan, which is adapted to both of the supposed 
cases: — Envelope the arm, from the fingers to the axilla, by 
a roller applied so as to make uniform and moderate pressure 
upon the muscles ; then, the arm being carefully supported 
by an assistant, take four splints made of thin wood, — (the 
sides of a cigar-box will answer perfectly well,} — and evenly 
padded with cotton, and apply them separately in front, and 
at the sides of, and behind the arm, and secure them in these 
situations by a roller. The splint for the anterior face of 
the arm should extend from the head of the bone to just 
above the bend of the elbow ; the others from the same point 
to the extremity of the humerus, the projections of the con- 
dyles being carefully protected from too much pressure. 
After the splints have been bandaged to the arm, this should 
be brought a little forwards, so that the fore-arm resting in a 
sling, may be supported on the front of the chest, in the 
flexed position. In order to give greater security to the arm, 
a few circular turns of the roller should confine it to the 
chest. 

If, from any cause, it be desirable to dispense ■ with the 
inner splint, the fracture may be treated equally well, by se- 
curing a wedge-shaped pad in the axilla, the thick end down- 
wards, so as to present a perpendicular surface from the 
glenoid cavity to the extremity of the humerus, upon which the 
latter may rest: then, having applied the roller, and the three 
other splints, as directed above, place the inner surface of the 
arm against the pad, and bandage it to the chest by circular 
sweeps of the roller : the fore-arm should be supported in a 
sling, as above directed. 

Another modification of the same plan consists in substi* 
tuting for the short splint, which is applied upon the inner 
aspect, or on the front of the arm, a rectangular splint, made 
to extend all along the inner or the anterior face of the limb. 



from the head of the humeruB ta^the ends uf tlie fingers. 
Thus, all motion of the fore-arm will be prevented. 

There ia rarely much disposition to great ehortentng of the 
arm, in fracture of the shaft of the humerus ; bo that, in the 
vast majority of cases of this accident, the lateral pressure 
effected in the manner just described, is 
_' amply sufficient to retain the fragments in 

apposition. Mr. Lonsdale, however, bus 
met with several cases in which he found it 
necessary to keep up permanent extension 
and counter-extension; and, to accomplish 
this object, he invented a-Tsplint which he 
thus describes : — " It consists of a, thin bar 
of iron, about an inch and a half wide, and 
long enough to extend from the axilla to the 
elbow, — marked B in the wood-cut. (See 
fig. 48.) The lower end of the bar curves 
upwards underneath the elbow, bo as to 
allow of this part of the limb fitting into it, 
at 0. This curve terminates in a hook, E, 
for the attachment of a bandage; and on 
the splint opposite to this hook is a small 
bar, placed across the perpendicular, also 
for the attachment of a bandage. To the 
apper extremity of the splint a crutch is adapted, A, which 
fits underneath the axilla, and is movable up and down, being 
confined at pleasure by means of a small screw, placed at the 
side of the vertical har." In applying it, the crutch-like ex- 
tremity is secured in the axilla, the upper part of the arm fit- 
ting into it, and the elbow is confined in the inferior curve by 
means of a bandage passing around the limb at the elbow, 
and having attachments to the splint at the hook, and at the 
tranaverse bar, as already indicated. The whole arm should 
be enveloped by a roller, and one or two latli splints applied 
on the exterior, or anterior, surface of the limb; the fore- 
arm should be supported in a sling. (Lonsdale, op. cii., 
p. 173, &c.) 

It is very conceivable that a splint of ibis kind would be 
of much use in cases of compound fracture of the humerus, 
where the limb cannot be wrapped in splints and bandages Ln 
the usual manner, and where .some degree of compressioD 
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and support is required to, keep the fragments, in any mea- 
sure, in place. If employed in such cases, the straight 
splints and the enveloping of the limb should be omitted ; 
but the arm should be lightly secured to the splint at the 
axilla, and also at the elbow, while another roller, or a band- 
age of Scultetus, shall at once serve to retain the fragments 
in tolerable apposition, to confine upon the seat of fracture 
any proper application, and to support the whole against the 
side of the splint. A little ingenuity on the part of the sur- 
geon will enable him to form a splint of wood, after the pat- 
tern of Mr. Lonsdale, which will answer the purpose equally 
well. But compound fractures of the humerus may be 
treated very well, in most instances, by placing the arm in a 
curved splint made of sheet tin, or of pasteboard, moulded 
to an arm of somewhat larger diameter than that of the 
patient, and well padded ; the limb should be secured to the 
splint, above and below the seat of fracture, by means of a 
roller carefully applied, and leaving the wound exposed ; 
then, by a bandage of Scultetus, a suitable dressing should 
be retained upon the wound, and this part of the arm pressed 
gently against the splint : the fore-arm must be supported as 
usual. 

After a certain time, when the fracture, whether it may 
have been simple or compound, has become tolerably firm, two 
curved splints, made of pasteboard, may be conveniently sub- 
stituted for the ordinary lath splints ; or the immovable appa- 
ratus may be used. The usual time required to insure the 
consolidation of this form of fracture is about six weeks. 

2. Fractures of the upper extremity of the humerus. 

The humerus may be broken either at its surgical neck, 
that portion of the bone, namely, which is included between 
the margin of the articular head and the point of the inser- 
tion of the pectoralis major muscle, or at its anatomical neck, 
a narrow rim of bone separating the curved head from the 
tubercles. Fracture at the surgical neck is much the most 
common. 

When the bone is broken at the anatomical neck, there is 
often little or no displacement, the fractured surfaces being 
so broad at this point. But there is generally some derange- 
ment of the axis of the limb, the lower fragment being drawn 
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inwards by the pectovalis major, ami upwards- by tbe maei 
which pass from the Bcapula to the lower part of the arm. 

The displacement is greater when the fracture occurs at 
the surgical neck, for the upper fragment will be rotated out- 
wards by the supra and infra-spinatua muscles, while the 
lower portion is acted upon as before mentioned. 

In both cases the same indication is to be fulfilled, and it 
will be readily accomplished by confining a pad in tbe axilla, 
with the thick end downwards, so as to present a plane, per- 
pendicular surface to the shaft of the liinb ; then apply a 
roller from the fingers up to the head of the arm, and having 
reduced the fragments to apposition, place a compress over 
the seat of fracture on the outer face of the arm, and upon 
this a curved pasteboard splint extending from the acromion 
process to the outer condyle ; support the fore-arm in a sling, 
and confine the arm to the side of the chest by circular folds 
of a roller passing from the elbow to the shoulder. Or an 
angular splint may also be bandaged to the inner face of the 
arm and fore-arm, the hand being scmi-pronated, — and the 
pad used as above. 

The limb should be kept perfectly at rest for six or eight 
weeks, excepting that after the fracture has become sufficiently 
firm, passive motion should be gently made, every day or two, 
as the bandngcs are freshly applied. 

8. Fractures of the condyloid extremity of the bumenia. 




The shaft of the bone may he broken just above the e 

dyles, as is represented in the annexed drawing (fig. i 

' Hu from Sir A. Cooper's Treatise on Dislocations i 
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_Practures, p. 401, American edition; or the fracture may 
implicaEe the condytea themselveB, "extending in three direc- 
tions: First, the extremity only of either condyle may be 
broken off, as represented at A, in the wood-cut (see fig. 50). 

(icondly, the fracture may include a large portion of one 
ndyle only, but extend directly into the joint, ub at B, 

Thirdly, both the coniiyles mny he severed from each other, 
and from the Bhafi of the bone, as well as ehown at 0." 
(Lonsdale, p. 181.) 

When the solution of continuity has involved the shaft of 
tho bone, immediately above the condyles, the lower fragment 
will be drawn upwards and behind the humerua by the contrac- 
tion of the triceps muscle, dragging with it, of course, the fore- 
arm, as represented in fig. 49, — or it may be drawn up on the 
front of the arm, depending, in a great measure, upon the di- 
rection of the force which caused the fracture. The same sort 
of displacement may ensue when the whole of the internal 
condyle ia split ofi", as shown at B, fig. 50, since the ulna will 
be acted upon by the same muscles aa in the other case ; but 
there need not be this separation of the fragments, unless the 
violence has been sufScient to rupture the external lateral and 
the capsular ligaments. So also when tho external condyle 
alone is severed from its bony connexions, the ligaments may 
^jiill retain it in place, if they Lave escaped rupture ; and dis- 
^KjlaccmenC is still less necessary if the point merely of the in- 
^^bi'nal condyle be brolcen off, as at A, fig. 50. But when, as 
^^K C, the condyles are not only separated from each other but 
trom the abaft of the bone likewise, shortening of the arm ia 
an almost certain result, from the operation of the same causes 
as when the shaft of the bone lias been fractured above the 
epiphysis. The treatment in every case is pretty much tho 
le, although the degree of success which attends it will vary 
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very much, njrreeiitily to the extent to which the joint may 
hHVt been implicaTctl. 

The method recommended hy Sir Astley Cooper, wlien the 
ahaft of the bone has been broken aa above described, — and, 
witb Eome modificatioDS and additions, it ia applicable to the 
other cases, — conaists "in bending the arm, and drawinp it 
forwards to effect replacement ; then a roller should be applied 
while it is in the bent position. Tbe best splint for it is otie 
formed at right-angle, the upper portion of which should he 
placed behind the arm, and the lower portion under the fore- 
arm ; a splint must also be placed upon the anterior face of 
the upper arm, and both should be confined by straps : evapo- 
rating lotions shonld be need, and the fore-urm be kept in the 
flexed position and supported by a sling. In a fortnight, if 
the patient be young, pnssive motion may be gently begun to 
prevent the occurrence of anchjiosia ; and in the adult, at the 
end of tbree weeks, a similar treatment should be pursued. 
But even after tbe most careful and judicious means which 
can be adopted, there is sometimes considerable loss of motion ; 
and wben tbe accident 
has not been understood, 
or has been carelessly 
treated, the deformity 
and loss of motion be- 
come very considera- 
ble." (See fig. 51, in 
which, however, the 
roller should have been 
represented as applied 
to tbe fore-arm and el- 
bow.) 

The mode .if treat- 
ment generally adopted 
in this city consists in 
enveloping the limb, from the fingers to above the lin 
of fracture, in a roller, the fore-arm being flexed and the frsg 
meets having been restored to apposition ; then a Hat. oi 
slightly grooved, rectangular splint is applied upon the ante- 
rior face of the arm, fore-arm, and hand — or upon their inner 
aspect, the hand being serai-pronated. — and secured thus by 
means of a roller, a compress having been placed upon the 
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internal condyle if this has been severed : tbe 
fore-arm should then be supported upon the cheat by a sling. 
But if the fracture has involved the articular face of one or 
both condyles, it is advisable, in addition to the splint, to 

five increased support to the posterior face of the elbow, 
'or this purpose a piece of pasteboard should be taken, suffi- 
ciently long to extend from three to four inches above the 
elbow, and for the same distance below it, and wide enough 
> envelope the joint laterally; this should be notched at 
ifferent points, so that after it has been softened in hot 
nter, it may be made to fit the elbow. Then, the arm 
liaving been bandaged, as before directed, and the anterior 
splint applied, this cap should be placed upon the posterior 
face of the elbow — care being taken to protect the bony pro- 
jections from great pressure — and confined by the roller which 
Beoures tbo other splint. At the end of ten days or two weeks, 
or earlier if all pain has ceased and if the bone has become 
sufficiently firm, passive motion should be resorted to from 
day to day, the condyles being supported by the hand, and 
the angle of the anterior splint changed. After the lapse of 
eight or ten weeks, the confinement may bo omitted. It 
should be borne in mind that daily motion of the joint is of 
the greatest importance in the treatment of fractures about 
the elbow, but it should be practised cautiously and with the 
limitations above mentioned. 

When the fracture is compound, the same indications are 

still to he accompliahed as when it is simple, and the samo 

plan is to be pursued. Tho spiints must be so contrived, 

however, as to allow of frequent inspection and dressing of 

^^^e wound, without requiring the removal of the whole ap- 

^Hiiratus. This may be effected by using splints of binders' 

^Koard previously softened and moulded to the shape of the 

^Tiirt, and large enough to give easy support to the fractured 

limb ; an aperture should be made in the splint opposite the 

wound, sufficiently large to permit of free examination of the 

injury to tho soft parts. The limb should be softly cushioned 

ill the splints, and secured to them above and below the 

wound, while the particular dressing required for the latter 

may be laid over the aperture corresponding with it in 

■Wluation, and confined by tho bandage of Scultetiis. Or, 
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arm may be enveloped in a roller, as in the other cases, and 
a bandage of Scultetus be applied ini mediately to the upper- 
arm, over the wound, or upon the dressing which covers it, 
while a curved angular splint supports the posterior aspect of 
the whole limb. The fore-arm stould be sustained by a sling 
in either cuse, 

Mr. Mayo contrived a very simple splint for tile treatment 
of a case of had compound fracture of the condyles, by which 
the requisite support was given to the hones, and the wound 
still allowed to discharge freely, and sufficiently exposed to 
be dressed without much disturbance of the limb. As such 
instances sometimes oecur, it is well to have an acquaintance 
with the mode employed to treat them, as adopted by ao high 
an authority as Mr. Mayo. The appiiratua " consists of two 
splints joined together by two small bars, so as to leave a 
space between them for the elbow to fit into. One of the 
splints, B, in the wood-cut, (see fig. 52,) is made for the back 
part of the arm to lie upon, while the other, C, is for the 
forearm ; the second splint terminates in a horizontal portion, 
D, for the hand to rest upon ; the intervening space, A, is 
formed by the two lateral bars, which are slightly curved out- 
wards, to prevent pressure upon the joint." This splint 
should be padded, and the limb secured to it above and below 
the seat of injury, by an ordinary roller, while opposite tbe 
wound itself the bandage of Scultetus should be used for the 
game purpose, and also to retain suitable dressings upon the 
part. (Lonsdale, p. 18!>.) 




With regard to the frequency with which the apparama 
should be removed, and the fracture dressed, in cases of thia 
injury generally, only conditional directions can be given. 
If, in a simple fracture, there be no unpleasant symptom or 
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ritppe&raoce after the limb is first dressed, the bandage need 

not be removed for two or three days, aad thia quiescence of 
ifae limb is attended with many advantages, especially when 
the fracture haa involved the joint directly or indirectly. But 
if the patient should complain of pain in the injured part, the 
envelopes should be removed at least once daily, and the 
injury examined; unless this attention is practised, sloughing 
of the soft parts, or troublesome excoriations, will often occur. 
The first application of the roller and splints should be made 
carefully, so as to exert only a moderate degree of pressure, 
and to allow of the swelling which follows upon almost every 
I fracture ; and the compression made around the lower part 
pf the limb should be proportioned to that upon the upper, 
^Be the soft parts below will become swollen and painful, and 
'finally gangrene may ensue. 

In the wards of the Pennsylvania Hospital, in this city, it 
ia rare that blood is taken from about the joint in case of 
fracture ; but the fragments are placed in apposition as speed- 
as possible, and confined, as above advised, — perfect rest 

ing considered a sufficiently powerful antiphlogistic remedy ; 

iquently, indeed, this is aided by the influence of evapo- 
pitiiig or sedative lotions, as diluted spirits, or lead-water. 

In compound fractures, the best local application to the 
Beat of injury, after the means hereinbefore advised for the 
promotiou of direct closure of the wound have failed, is a 
poultice, or the water-dressing: if the former be used, it 
Bhould be changed at least twice daily, and as much oftener 
SB may be required by the amount or nature of the discharge : 
as the wound contracts, and the suppuration becomes very 
scanty, some stimulating lotion, or cerate, may be advanta- 
geously substituted. Passive motion should be resorted to, 
and diligently practised, as soon aa the condition of the parts, 
internal and external, will allow; this injunction is of the 
Dtmost consequence after compound fractures near to, or 
involving, the joint, because it cannot be resorted to so early 
as in simple fractures, owing to the greater length of time 
requisite for the union of the fragments, and because also the 
joint has sufi'ered more, in most cases, than in the other class 
of injury. In both, the rigidity of the parts may be lessened 

C soaking the joint in warm water. 
1 fractures of the humerus require no different 
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treatment, as a general rule, from the simple, exceptingratl 
nicer manipulation in reducing them, und in Ehe npplics 
of compreaaes, ; ' 



mewhat longer confinement. 
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1 OF THE FORE-ARM. 



The complicated movements of the fore-arm, and the varied 
action of the numerous muscles necessary to effect them, 
occasion, when one or both bones are hroken, many forma of 
displacement of the fragments. To remedy these, so as to 
preserve unimpaired the mobility of the limb, it becomea 
necessary for the surgeon to resort to a variety of expedients, 
■which it is the object of this section to set forth. 

In fractures of the fore-arm, whether of one or both bones, 
there is one common indication to be fulfilled, excepting nhen 
the fracture has occurred very near to the extremities of the 
bones ; — this ia to preserve the interosseous apace, which is 
almost always encroached upon by the fragments. 

1. For fractures of both bones. 

The displacement in these cases may be in the diameter or 
in the length of the fore-arm, or in both directions. Gene- 
rally, there is not much difficulty in retaining the fragments 
in proper apposition after reduction. The mode of accom- 
plisning it, as it is commonly practised, consists in applying 
upon the anterior face of the fore-arm, a long compress which 
fits over the interosseous space, and then placing a straight, 
padded splint, aufficientiy long to extend from the elbow to 
the ends of the fingers, upon the front, and another of the 
same length upon the back of the fore-arm, and securing them 
by circular and reverse turns of the roller. The width of the 
splinta should be greater than that of the arm, so that the 
convolutions of the bandage shall not press the two bones 
towards each other. 

Sometimes considerable difficulty is experienced in coun- 
teracting a lateral angular displacement: hut generally th!« 
may be overcome by applying a compress of suitable thiolc- 
ness over the point of deformity, at the side of the fore-arm, 
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^Rmd by removing also, if necessary, the compression exerciaed 
upon the interosseous gpuce at this point. 

After the fore-arm is thus suitably dressed, it is placed in 
a position midway between pronation and supination, — the 
palm of the hand towards the chest, the thumb, which is left 
uncovered, presenting upwards, — and supported in a sHng in 
'. the flexed position. 

J Both bones are not commonly broten at the same level 
but this circumstance does not alter the general mode of 
treatment. 

Mr. Lonsdale objects to this moiJe of treatment, on the 
ground that the position in which the fore-arm is placed, — 
that of semi-pronation, — ia not the one which is most calcu- 
lated to insure perfection in the motions of the limb. The 
muscles which tend to throw the upper fragment of the radius 
in Eupination, are the supinator radii brcvis and the biceps 
flexor cubiti, and, agreeably to Mr. Lonsdale's argument, 
these combined exert more power than the pronator muscle 
which operates upon this fragment, — the pronator radii teres ; 
hence the upper portion of the radius is placed in a much 
more supine position than the lower, if the palm of the hand 
is turned towards the chest, with the thumb presenting 
directly upwards ; and if union of the two fragments of the 
radius takes place in this faulty relative position, the extent 
to which pronation and supination can be effected will be 
unpaired, as is not nnfreqnently flcticed. 

To obviate this difliculty, Mr. Lonsdale recommends that 
the hand be placed supine, and that two straight splints be 
bandaged to the fore-arm, precisely as in the ordinary plan o* 
treatment; then the fore-arm should be supported in a slinj 
the elbow approximated to the chest, and the hand projectin 
before the body. 

The splints should he retained for five or six weeks in frac- 
ture occurring to an adult, and for four or five weeks when a 
child is thus injured. ^^ 

In compound fractures of the fore-arm, only one splint can '^ 
be used, as a general rule, with advantage. Tolerably good 
apposition of the fragments can be effected with a single splint, 
by a judicious arrangement of compresses and a roller, or han- 

^^ dage of Scultetus ; pressure upon the wound itself should be ^^J 

L__. J 
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avoideti, but, on the contrafy, every facility should be offered 
to the escape of the pua. 

The " Ante-Brachial Hyponarthecia," of Sauter and May- 
or ia quite well adapted to the treatment of compound frac- 
toies of the fore-arm, of one or both bones. It ia thua described 
V M. Cutler : 

"Composition. — A board of convenient width, a little 
.onger than the fore-arm and hand, a cushion, a cord for arc- 
loopa, and three cravats. 

" Api'LIcation. — The fracture being reduced, the fore-arm 
ia placed upon the cushioned 
F'°- S3- board, <r, b (fig. 53), which is im- 

mediately suspended from the pa- 
tient's neck by means of the arc- 
)oops, e e, — the ring /, and the 
cervical cravat, fj. The aecond 
cravat, c, is now passed under 
the wrist, and crossed upon the 
back of the hand, the tails being 
then made to embrace the cush- 
ioned board, and knotted at its 
anterior border, as represented 
at h. The third cravat ia made 
to pass aronnd the apparatus at 
its upper part, so as to confine the 
corresponding portion of tbi fore-arm, and is then knotted as 
the other. If it be necessary to counteract any lateral dis- 
placement, a fourth cravat may be made use of, to serve as ■ 
' traction ligature,' which will of course be knotted at the in- 
ner margin of the suspension -board." This apparatus leaves 
the fore-arm exposed to constant inspection, and suitable dress- 
ings can be applied to the wound without deranging the limb ; 
if the discharge be very profuse, bran may be conveniently 
placed upon the board and around the arm to absorb the pns. 
When the patient lies down, the apparatus should be detached 
from the cervical cravat and placed upon a pillow, or suspended 
from the top of the bed, or from the ceiling. If it be deemed 
expedient, for greater security, to confine the whole limb, it 
can be very easily accomplished by selecting a longer board 
and cushion, extending from the axilla to the extremities of 
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the fingers, and employing a sufficient number of cravata ar- 
ranged after the plan imiicated. 

2. For fractures of the radius. 

This bone may be broken at ita neck, at its carpal eKtremity, 
or at any intermediate point. The first and the last cases 
should be treated as if both bones of the fore-arm were broken ; 
the hand may be placed in a state of semi-pronation, or in su- 
pination, as advised by Lonsdale. 

It sometimes happens that the lower fragment of the radiuH, 
■when the fracture is near the carpal extremity, is driven very 
forcibly towards the ulna, ho aa to require the operation of a 
force gradually exerted, and for a considerable time, to restore 
it to ita natural line. For such cases Dupuytren recom- 
mended the following plan of treatment : " Take a bar of 
iron about an inch wide and of the length of the fore-arm, 
and which at its lower extremity, opposite the part corre- 
sponding with the wrist, curves downwards in a semicircle, 
to the concavity of which some buttons are placed at equal 
distances." Along the ulnar edge of the fore-arm, place a 
firm compress, extending from just above the extremity of 
the bone upwards, about an inch thick at the lower end, and 
gradually tapering : upon this compress apply the splint, its 
Btraight portion extending from the elbow to the termination 
of the compress, and secure it in this position by a roller 
which, on reaching the hand, causes the latter to approximate 
the curve of the bar, 
more or less, according 
to the amount of force 
required to rectify the 
displacement of the 
lower fragment of the 
radius, with which the 
hand 13 connected. 
(Sue Sg. 64.) 

Tho most common seat of fracture of the radius is at the 
lower or carpal extremity of the bone. Two varieties of this 
accident have been described: one by Dr. Colles, of Dublin, 
in the Edinburgh Medical and Surgical Journal, 1814, and 
tho other by Dr. J. R. Barton, in the Philadelphia Medical 
Examiner, 1838. 

CoHea' fracture usually occurs from three-fourths to one 
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incli above the radio-carpal articulation, and is very much 
more commonly transverse than oblique. (R. W. Smith, 
TreatisB on Fracturea, &c., Dublin, 1847.) Sarton'a frac- 
ture, on the other hand, erlKuda obliquely into the wrist-joint ; 
and, perhaps in consequence of this implication of the joint 
directly, there is likely to be more inflammntion of the articu- 
lation, and more permanent impairment of its motion than in 
case of C'olles' fracture. 

The resulting deformity is very much the same in both 
form^ of the injury. 

In [his accident, the lower fragment of the radius, and 
with it the carpus, is drawn upwards upon the back of the 
fore-arm, as is represented in the annexed drawing (fig. 55.) 




The treatment as advised by Dr. Barton, is very simp] 
place the fragments in apposition by drawing down the hani 
the upper part of the fore-arm being fixed; then place a 
compress upon the posterior face of the lower fragment, and 
another on the anterior face of the upper, and apply padded 
splints along the anterior and posterior faces of the fore-arm, 
as directed for the other fractures; the splints should extend 
from the elbow to the ends of the fingers. After the lapse 
of a week or ten days, passive motion of the wrist and finger- 
joints should he commenced and repeated daily for five or 
six weeks, when the splints may be omitted. When the 
dressings are removed from time to time, the hand, and indeed 
the whole fore-arm also, should he bathed, otherwise the con- 
finement will be attended with want of cleanliness of the 
part, and with a very unpleasant sour smell, disagreeable 
both to the patient and to the surgeon. 

The line of fracture sometimes assumes the opposite direo- 
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tioD, extending from the dorsal face of the radias obliquely 
upwards to its palmar surface. The treatment is the same as 
in the first variety of the injury, aslight change being made 
in the disposition of the compresses to correspond with the 
difierent kind of deformity, as will at once suggest itaelf to 
the dreaaer. 

Daring the continuance of the splints, and for some time 
later, the fore-arm should be supported in a sling. 

The frequency with which these fractures of the radius 
occur, and the considerable impairment of the mobility of 
the wrist and the finger-joints which result from them, and 
which is sometimes permanent, especially in elderly persons, 
and in those who are subject to chronic rheumatism, have 
induced surgeons to devote a great degree of attention to 
their treatment. Consequently, the simple plan of treatment 
above described, has been variously modified. 

M. K^aton recommends the following method: Bring 
the fragments into proper apposition by the necessary exten- 
sion, counter-extension, and other manipulations ; place the 
fore-arm in a position midway between pronation and supina- 
tion, the hand being well brought down to its ulnar side ; 
then apply a well padded pistol-shaped wooden splint, extend- 
ing from the elbow to the extremity of the fingers, along the 
outer side of the fore-arm, with a compress opposite the lower 
fragment, and a straight splint along the inner face, reaching 
from the elbow to the wrist, well padded opposite the upper 
fragment, and along the radial border of the fore-arm, to coun- 
teract the tendency of this part of the bone to pronation. 
(See fig. 56.) 
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Dr. Bond, of this city, has contrived recently & splint, by 
the use of which the liability to stiffness of tbc joints is very 
mnch diminished. The splint is mnde of light wood, cut to 
the shape of the fore-arm, and extends from the elbow to the 
second joint of the fingera. (Fig. 57.) 'i'o its palmar e^. 




tremity is to be firmly attached, hj Bcrews or nails, a c.irved 
and rounded block of wood of the size of the patient's hand, 
which the latter may grasp when the arm is exten<led upon 
the spHnt. The splint may or may not be, according to fancy 
or convenience, covered with binders' board, the edgea of 
which shall project beyond the sides of the splint, and be 
turned up, so as to form a kind of bos for the arm. (Fig. 58.) 




If the binders' board be not used the spl nt is wrappe^ 
usual, in a roller or in muslin the arm is placed upon it»S 
fingers are allowed to rest comfortably or to be moved at 
pleasure, upon the carvel block a compress la to be placed 
nnder the arm at the pomt of fracture just large enough to 
fill up any vacuity which the shape of the member may occa- 
sion after the fracture has been reduced. Another compresi 
is to be laid upon the dorsal face of the limb, opposite thfl 
first, and the arm lightly secured to the splint by a roller. 
The patient is permitted to use as much motion of liis fingers 
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and wrist as the apparatus will allow. (See Dr. Bond's paper 
in the American Journal of Medical Sciences, April, 1852.) 

If Dr. Bond's splint be not at hand, (any surgeon, how- 
ever, can make one in a few minutes, of a shingle and a block 
of pine wood), a common splint of the proper length can be 
prepared in imitation of Dr. Bond's, by wrapping a roller 
about it, as recommended by Dr. Hays, and as illustrated 
ia the annexed drawing. (Fig. 59.) 




Frequently, patients become wearied of any splint after a 
certain time the confinement of the arm m a particular po'^i 
tion being irksome to them If this be the case in the treat 
nient of these fractures by Bond s Hays , N^laton S or Bar 
ton's plan the splint suggested by Good which is applied to 
the back of the fore arm may be employed 

Latterly, it has been proposed by Professor Fauger, of 
Copenhagen, to treat these fractures without splints. " The 
hand having been brought into a position of strong flexion, 
the fore-arm is placed, pronated, on an oblique plane, with 
the carpus highest, the hand being permitted to hang freely 
down the perpendicular end of the plane." (London Lancet, 
May 8, 1847.) 

3. For fractures of the ulna. 

The ulna may be broken in its shaft, or at the coronoid or 
olecranon processes. The first-named variety is treated after 
the same method as when both bones are involved ; fractures 
of the processes require a different plan. 

When the coronoid process is broken off from its bony and 
ligamentous connexions, the bracbialis anticus muscle, which 
is inserted upon it, draws it up on the lower portion of tho 
bumerus; and the chief difficulty in treating this accident 
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successfully consistB in counteracting entirely the force of 
this muBcIe, so aa to maintain the fragments in perfect appo- 
sition. There ia also another cause of failure, since when 
thia procesa ia detached, "like the head of the thigh-bone, it 
loses its ossific nouriahment, and has no other than a, liga- 
mentous support. Its life is preserved by the vessels of the 
reflected portion of the capsular ligament upon the end of 
the bone, which do not appear capable of supporting the 
least attempt at ossific union." (Sir A. Cooper, op. cit., 
p. 406.) 

For the treatment of this injury, apply a roller from the 
ends of the fingers, around the foro-arm and about the elbovr, 
making firm pressure upon the restored process, through the 
intervention of a compress, and then continue the roller 
around the arm, so as to confine the brachialis anticus: over 
the roller place an angular splint, extending from nea,r the 
the head of the humerus to the fingers, along the anterior 
surface of the limb, and retain it thus by a roller. The fore- 
arm should be supported in a sling, and the apparatus should 
be worn for six or eight weeks, passive motion being resorted 
to very cautiously. The splint which is employed should be 
flexed at rather lesa than a right angle, in order that the bra- 
chialis anticus may be relaxed as much as possible, and every 
facility be afibrded for a bony union of the fragments. 

The angular splints for the upper extremity may be mada 
with the angle fixed, or this may be movable and changeable 
at pleasure, the two segments of the splint being fastened at 
the desired angle, by a pin traversing both portions : if the 
former arrangement be adopted, it will be necessary to have 
a multiplicity of splints made at different angles; by the 
latter, the same splint will answer the purposes of all the 
others. 

The olecranon process is more frequently broken than the 
coronoid, and the reparation of the injury is equally, if not 
more, difficult. The triceps muscle acts upon the fragment 
of bone to great advantage, so that when the ligamentouB 
fibres are severed, which connect it with surrounding points, 
the retraction is sometimes very great. 

The indication is, of course, to relax the muscle, so tbst 
the fragments may be kept in apposition ; the fore-arm should 
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be extended upon the arm, and some means should be resorted 
to for secnring the broken surfaces together. 

Sir Astley Cooper advises the following plan of treatment : 
— "If there be much swelling and contusion, it is right to 
apply evaporating lotions and leeches for two or three days ; 
and after the inflammation is reduced, a bandage should be 
applied." — " If the swelling and inflammation do not prevent 
it, the surgeon is, at once, to place the arm in a straight posi* 
tion, and to press down the upper portion of the fractured 
olecranon, until he brings it in contact with the ulna ; a piece 
of linen is then laid longitudinally on each side of the joint ; 
a wetted roller is applied above the elbow, and another below 
it ; the extremities of the linen are then to be doubled down 
over the rollers and tightly tied, so as to cause an approxi- 
mation; thus the portions of bone are brought and held 
together ; a splint well padded is to be applied upon the fore 
part of the arm, to preserve it in a straight position, and con- 
fined to it by a circular bandage ; the whole finally, is to be 
frequently wetted with spirits of wine and water." (See 
fig. 60.) 

Fig. 60. 




*' In a month the splint is to be removed, and passive mo- 
tion is to be begun : but, if it be attempted earlier, the ole- 
cranon will be separated from the shaft of the bone, and the 
ligament will become lengthened and weakened ; all attempts 
at motion must, therefore, be made with the greatest gentle- 
ness." (Sir A. Cooper, op. cit., p. 410.) 

Another method of treating this fracture consists in apply- 
ing a roller from the fingers to the elbow, then drawing down 
the fragment of the olecranon to its natural situation ; and 
while an assistant holds it thus, by means of a compress 
placed just above it, the surgeon makes a few figure-8 turns 
around the elbow, permanently confining the compress and 
14 
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the process of bone, and exhaiiats the roller upon the upper 
arm. A straight spliot is now taken and kid upon the front 
of the limb, extending from near the head of the humerus 
to the wrist ; some cotton should be interposed between the 
splint and the bandage at the bend of the elbow, in order 
to fill up the vacuity at this point, — the fore-arm not being 
extended quite to the utmost, — and the whole secured by an- 
other roller. 

The same precautions, with regard to the institution of 
passive motion, are to be attended to, as in the other 
method. 

The extension of the fore-arm, and the confinement of the 
fragment of the olecranon, may be effected also by the " olo- 
crano-metacarpal cravat" of Mayor, as follows: — Extend 
the fore-arm, and place upon its anterior face a pasteboard 
splint moulded to its form, and reaching from the lower third 
of the upper arm to the fingers ; draw down the fractured 
process to the corresponding surface of the ulna, and upon il 
lay a compress, which should he held by an asststunt; then 
pass a cravat around the lower extremity of the humerus, bo 
as to retain in place the splint and the compress, and knot it 
behind, leaving the tails hanging about half way down the 
back of the fore-arm ; to the palm of the hand, below the boll 
of the thumb, apply the centre of another cravat, and tie it 
upon the back of the wrist, thus securing the lower extremity 
of the splint, the tails of the cravat being free ; now tie the 
ends of the two cravats together. (See fig. 131.) 




This method can scarcely be relied upon for the permanent 
treatment of this form of fracture, when the other methods 
can be employed. 

Dosault advises that the fore-arm should be maintained in a 
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state between semi-flexion and extension, in case of fracture 
of the olecranon process, and that a splint slightly curved be 
applied on the anterior face of the limb, as in the plans 
already mentioned. 

In compound fracture of this portion of the bone, the limb 
should be extended by-means of a splint laid upon its anterior 
face, and confined thus by a roller, which, however, should not 
cover the wound ; the edges of the latter should be retained in 
apposition by strips of adhesive plaster, and over it a piece 
of lint saturated with blood or solution of starch should be ap- 
plied, the whole being enveloped, and the elbow tightly con- 
fined to the splint, by a bandage of Scultetus. The patient 
should be kept in bed with the arm extended on pillows, the 
hand elevated rather higher than the shoulder. If no unplea- 
sant symptom occur, the dressing should be undisturbed for a 
week or ten days. Treated in this way, these injuries are 
sometimes very well recovered from. But if inflammation and 
suppuration come on, the accident must be treated as ordinary 
compound fractures presenting the same symptoms; here 
again, adhesive strips properly applied, so as to maintain the 
necessary degree of extension and counter-extension, will be 
found of great service in the treatment. 

Partial fractures of the bones of the fore-arm, those namely 
in which some of the fibres only of the bone are ruptured, the 
others being bent, require the same treatment, in general 
terms, as the complete fractures. After the line of the bone 
has been restored, however, by suitable manipulations, there 
Is usually less disposition to a reproduction of the deformity, 
and hence less compressing force is required to counteract it ; 
generally, too, union takes place sooner than in the other 
cases, and the splints need not be worn so long as in the 
latter. 



SECTION III. 
FOR FRACTURES OF THE BONES OF THE WRIST AND HAND. 

1. Fractures of the carpal bones are almost necessarily com- 
pound and attended with much injury to the soft parts ; they 
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require no eBpccial apparatuB to keep them in place. The 
best plan of treatment in such cases is, to adapt a splint to 
the lower part of the fore-arm and hand, inereasitig in width 
at the wrist, being retained lightly in this situation by a roller, 
or bandage of Scultetus ; if the wound jb on the palmar sur- 
face of the wrist, the splint should he applied to the back of 
the fore-arm and hand, and vice versS, If, as is generally the 
case, there is no probability of eecuring direct closure of the 
wound, poultices, or water- dressings, should be laid upon it, 
at first, or the treatment by irrigation should be adopted, and 
other applications used as required: the fore-arm and hand 
should be supported in a sling, or should repose upon a pillow, 
as most expedient. 

2. Simple fractures of the metacarpal bones are, in gene- 
ral, attended with but little displacement ; after the fragments 
have been restored to apposition, they are easily retained in 
situ by merely laying a compress upon the bone, and confining 
it thus, with the hand and fore-arm upon a broad splint as 
above. 

3. Simple fractures of the bones of the fingers require for 
their treatment merely that the fingers shall be supported by 
a thin strip of pasteboard placed on each side of them, and 
confined by a piece of tope applied in circular turns. For 
greater security and to insure perfect repose to the injured 
finger, the hand and fore-arm should be bound to a splint, a8 
in the cases just considered, and supported in a sling. 

4. Compound fractures of the metacarpal and phalangeal 
bones are often met with, as occasioned by the bursting of 
firearms, the explosion of rocks, and by the hand becoming 
entangled in machinery. Such injuries appear very formi- 
dable at first, and as if beyond reparation ; but the hand is of 
such vast importance to the patient, — and the accident gene- 
rally happens to those who earn their subsistence by their 
daily labour, — that an attempt at saving it should be made, 
and the most unpromising cases do very often recover with 
very useful hands. 

A splint long enough to extend from the elbow to the ends 
of the fingers, or a little beyond them, and grooved on its 
palmar portion to receive the fingers (see fig. 62), should be 
padded with cotton, or covered with a poultice or other 
suitable dressing, and placed underneath the limb : a roller 
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should be passed around the fore-arm and splint, to retain the 
latter in place, and this, with the weight of the dressings that 
are laid upon the hand, will be found in most cases to be suf- 
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ficiently retentive for the latter. Generally, the continued 
application of cold water upon the lacerated parts, will prove 
the best and the most agreeable dressing that can be em- 
ployed ; it should be used as advised under the head of irri- 
gation, in the first part of this volume. The feelings of the 
patient form the best guide as to the length of time during 
which this application should be retained ; so long as he finds 
it comfortable, it may be continued ; so soon as he complains 
of increasing pain in the injured part, or if he becomes chilly 
under its use, it will be best to substitute for it a warm poul- 
tice, or folds of soft lint saturated with warm water ; and the 
dressings should be varied to suit the particular conditions of 
the wound. When there is free suppuration, particularly in 
warm weather, the bran dressing will be found very service- 
able, as it not only absorbs the discharges, but covers the 
injured parts and renders it less likely to be infested with 
vermin, — a source of much trouble and annoyance both to 
the surgeon and the patient. (Some of the strong aromatic 
oils are of service in destroying these nuisances ; but it is 
generally necessary to dislodge them from their burrowing- 
places by means of the dissecting forceps, and by injecting a 
stream of water upon them from a small syringe.) 

After the suppuration has in a measure ceased, and the 
wounds have assumed the appearance of healthy ulcers, the 
hand inay be placed upon a flat splint, of the same shape as 
the other, and the bones pressed into proper line, by inserting 
pledgets of lint between the fingers and using gentle com- 
pression upon the whole hand by the folds of a bandage of 
Scultetus, enveloping both the hand and the splint ; the ten- 
dency to recurring displacement of the fragments of bone is 
14* 
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SO slight in these cases, that very little force is requisite to 
keep them in tolerable apposition. 

During the early part of the treatment, the patient should 
be kept in bed, with the arm reposing upon pillows, the hand 
somewhat elevated ; in the latter stages, he may be allowed 
to leave the bed, with the arm supported in a sling. 

The disposition of the pus to run underneath the soft parts, 
forming collections at points remote from the wound, should 
be counteracted by position, by compression, and finally, if it 
can be prevented in no other way, by incisions practised 
wherever a deposit is formed. 



CHAPTER V. 

ON THE APPARATUS AND DRESSINGS FOR FRACTURES OP 
THE BONES OF THE LOWER EXTREMITY. 



SECTION I. 
FOR FRACTURES OF THE OS FEMORIS. 

Greater difficulty is experienced in the treatment of frac- 
tures of the femur, than in those of any other hone. The 
constant action of powerful muscles ; the injurious effects of 
pressure upon the soft parts, from long-continued position, 
and from the compression of bandages ; the hurtful influence 
upon the general health of protracted confinement, and the 
direct impression upon the system resulting from the injury 
itself, are all to be combated in the same case. The attention 
which has been devoted to the consideration of this subject, 
has been proportioned to its importance. 

The proper position in which the thigh shall be maintained 
during the treatment, is the main point of discussion among 
strgeons — some preferring the flexed, others the extended 
position of the limb. A variety of apparatus, more or less 
complicated in structure and arrangement, has been contrived 
with reference to each plan of treatment. 

1. Modes of treatment, the thigh being in the flexed posi- 
Hon. — This position is most in vogue in Great Britain ; it was 
first particularly recommended by Mr. Pott, who founded it 
upon the idea that it is possible ''to put the limb into such a 
position as shall relax the whole set of muscles belonging to, 
or in connexion with, the broken bone." This idea is mani- 
festly incorrect, since the position which relaxes the flexor 
muscles renders the extensors more tense ; that which approxi- 
mates the extremities of the adductors has the reverse effect 
upon the abductors. 

The following is the plan of treatment adopted by Mr. 

(1G3) 
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Pott: — "The position of the frjictured oa femoris shoald be 
on its outside, resting on the great trochanter; the patient's 
vhole body should be inclined to the same side ; the knee 
should be in a middle state between perfect flexion and exten- 
sion, or half-bent; the leg and foot, lying on their oatside 
ftlao, sbould be well supported by smooth pillows, and should 
be rather higher in their level than the thigh ; one very broad 
splint of deal, hollowed out and well covered with wool, rap, 
or tow, should be placed under the thigh, from above tbe 
trochanter quite below the knee ; and another, somewhat 
shorter, should extend from the groin to below the kneo on 
the inside, or rather, in this posture, on the upper side. The 
bandage should be of the eighteen-tail kind, and when the 
hone has been well set, and the thigh well placed upon the 
pillow, it should not, without necessity, (which necessity will, 
in this method, seldom occur,) be moved from it again until 
the fracture is united ; and this union will always be accom- 
plished in more or less time, in proportion as the limb shall 
have been more or less disturbed." (Cooper's Surg. Diet.) 
The chief and sufficient objections to this plan of treatment 
are, that the means employed are insufficient to keep the 
ends of the fragments in apposition, and too insecure against 
sudden and accidental movements of the limb, or of the 
whole body; and that the pressure exerted upon the tro- 
chanter for the space of many weeks is too great to bo safely 
borne. 

There are some cases, however, in which tliia position may 
be adopted as a temporary one ; these will be mentioned here- 
after. 

Sir C. Bell recommended another method of treating this 
class of injuries in the flexed position of the thigh : — The pa- 
tient lies upon his back, while the limb is supported upon a, 
double inclined plane, one portion of which extends from the 
tuberosity of the ischium to the ham, and the other from the 
hnm to the heel ; straight splints are confined to the outer and 
inner sides of the thigh. Numerous apparatus have bern 
contrived, in modification of the original suggestion of Bell, 
some of which are much used in England. 

2. The plan of treatment by the ttraight position of the 
limb was first employed by Desault. In this method, a con- 
Btant extending and comitcr-ox ten ding force is maintained 
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n the fragments, while lateral presaore b esertcd upon the 
limb by means of splints and bandages. The original appa- 
ratus of Desault has been modified and improved upon, in va- 
rious ways, by European and American surgeons, so that frac- 
tures of the thigh may he more successfuiiy treated in the 
straight position, than in any other. 

The OS femoris may be broken at its eondyloid, or trochan- 
teric extremity, or at any point in its shaft ; and although tho 
general plan of treating the injury, at whatever part the frao* 
ture may have occurred, ia the same, yet there are some minor 
points of difference, which are nevertheless of importance in 
I practice. 

1. For fractures occurring in the shaft of the bone, 
The injury may be simple or compound, and the lineof frac- 
■e transverse or obhque. Displacement of tho fr 
almost invariably occurs, even when the bone ia transversely 
broken, for the force which caused the fracture nearly always 
deranges the axis of the bone, pushing the two portions from 
contact with each other, and then the muscles have uncon- 
trolled action, and draw the lower fragment npwarda, above, 
or underneath, the superior. Even if the contact of the ex- 
tremities of the two portions, at the point of fracture, be not 
completely sundered hy the original violence, the muscles 
which pass from the pelvis to the lower extremity of the fe- 
mur will act upon the latter, and thus derange the natural 
line of the bone. But when the fracture is oblique, shorten- 
ing of the limb is a necessary consequence, and its degree will 
depend very much upon the muscular development of the 
patient. 

The solution of continuity may occur at any point between 
the smaller trochanter and the condyles, but its most frequent 
seat ia within the lower two-thirds of the bono. The inferior 
fragment ia drawn upwards and, generally, inwards by the 
extensor and adductor muscles, while the superior ia elevated | 
at its lower extremity by the action of the iliacus internus and 
psous magnua, and thia tilting-up of the fragment will be 
greater or less, as the fracture is near to, or remote from, tho 
insertion of these muscles. The direction which the upper 
portion of the hone will asaume will be modiiiod also hy the 
Operation upon it of the glutseus maximus, if the fracture bo 
middle of the shaft, — it will be thrown outwards. 
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Anrl farther there is almost invnrinbly n coiiBidcralile degree 
of overBion of the foot as well as of the lower ctiil of the upper 
fragment, in eonBcqucnce of the weight of the lirab, or the 
contraction of the external rotator muscles of the thigh. The 
choice and management of the apparatus employed to treat a 
case of fracture of the shaft of the femur rauat, of course, be 
based upon its adaptation to the counteraction of these causes 
of deformity. It will be most convenient, with reference to 
this point, to consider, first, the different kinds of apparatus 
used in the treatment of these injuries, in the flexed position 
of the limb; and, eeconilly, those adapted to the extended 

The plan proposed by Pott has been already described, and 
the objections to it have been stated : it should not be adopted 
in ordinary cases as a permanent method of treatment, hut 
in some instances it muy be used with advantage. Thus, 
when there is much contusion of the soft parts, or in cases 
of compound fracture with the wound on the under surface 
of the thigh, as may perhaps happen occasionally, it is the 
only plan which can he resorted to, — temporarily in the first 
class of cases, and as a permanent mode in the latter. 

The apparatus contrived by Sir Charles Eell consisted of 
two boards, ten or eleven inches wide, one of which was made 
to extend from the tuberosity of the ischium to the popliteal 
flexure, and the other from the latter point to the heel : these 
two portions of the apparatus were united at an angle under 
the knee-joint, while their other extremities were connected 
by a horizontal piece, which served also to snpport the 
double inclined plane upon the bed. Holes were pierced 
along the margin of the inclined planes, in which pegs were 
inserted to steady the limb. When about to be used, the 
apparatus was placed upon a mattrass, the inclined surfaceH 
covered with a cushion, and the limb laid upon it, bo that the 
under surface of the knee should correspond with the angle 
of the plane, and the tuberosity of the isebiiim should check 
figainst the upper extremity of the horizontal board. A lath 
splint was bound to the upper surface of the thigh, and 
another along the inner face of the same. 

Many modifications of this simple apparatus have been 
contrived since the original was proposed. Mr. Lonsdalg' 
book contains a description of the one which Ttas- 
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time he wrote, 1838, — in ordinary use at the Middlesex 
Hospital, London, and which, he thinks, *' possesses all the 
advantages that the more complicated ones are said to have." 
It differs from the one just described in having the planes 
joined by means of a hinge at the point corresponding with 
the knee; and the same sort of union exists between the 
thigh-piece and the horizontal frame, while the portion on 
which the leg reposes may be fixed at any angle upon the 
latter, by means of a serrated edge. " The letter A marks 
the screw that secures a slide in the thigh-portion of the 
plane, to allow of the latter being adapted to limbs of dif- 
ferent lengths." (See fig. 63.) A slide, having a foot-board 

Fig. 63. 




attached to it, could be very easily adapted to the lower plane, 
so that it might be fastened at a suitable distance from the 
angle, to correspond with the length of the leg. 

In making use of this apparatus, the length of the thigh 
and leg portions of the plane should be made to agree with 
that of the unbroken thigh and leg ; " the points from which 
the measurement should be taken are the tuberosity of the 
ischium and the angle of the knee," and the latter point and 
the heel ; " and the plane should be applied to the sound 
limb first, to see that it corresponds exactly with the points 
above mentioned." (Lonsdale, p. 298.) It is advised to 
have the cushion made of flannel folded several times, as this 
is supposed to offer a more smooth and level surface, upon 
-which the limb shall rest, than if pillows are employed. The 
whole limb is then gently raised, the thigh and leg being 
flexed, and the seat of fracture carefully supported, the plane, 
having a bandage of Scultetus arranged upon the thigh- 
portion of it, slid underneath, and the limb now lowered 
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graduallj down upon it. Care sliould be taken tliat 1 



8 exactly y 

and that the tuberosity of the ischium presses 'well against 
the upper extremity of the apparatus. The hand should be 
passed gently underneath the hmb, and the cushion smoothed. 
The proper angle of the plane must be determined by the 
degree of elevation which may be required lo make the lina 
of the lower fragment level with that of the upper, — the 
latter, as has been already pointed out, being tilted more or 
less upwards by the action of the psoas maguus and iliacus 
internuB muscles. An assistant should support the limb 
while the surgeon confines upon the outer, upper, and inner 
aspects of the thigh thrco splints of the length of the bone, 
by means of the bandage of Scultetus. The limb is secured 
to the plane by a roller, the foot is attached to the foot-board 
by the same moans, and the legs are inserted into the holes 
made for them. The annexed drawing, taken from Mr. 
Lonsdale's book, p. 302, "represents the apparatus when 
properly applied. Tho lines A, B, show the two important 
points that are to be attended to ; — A, that the angle of the 




knee corresponds with the angle of the plane — B, that H 
tuberosity of the ischium presses well against the upper eai 
(See fig. 64.) 

Any disposition to the lateral angular deformity, i.. 

qucnce of the glutaeus ma.\imus muscle acting upon the up] 
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fSVagment, may be easily counteraoted, by directing the appa- 
ratus outwardly from the middle line of the body, thus giving 
the lower fragment a dii'ection parallel and coutinuoua with 
that of the upper. 

The chief modification of thia simple apparatus is that of 
Mr. Ameabury, who contrived it to remedy the objections 
which appeared to him to be well-founded against the other : 
these objectioDs were, that it allowed of motion of the pelvia, 
and consequently of the upper fragment, thereby disturbing 
the apposition of the broken extremities of the bone, and that 
it did not allow of sufficient extension being made. It will be 
Been, by examining the double inclined plane above described, 
that the pelvis is not well confined, and that the counter- 
extension is effected chiefly hj the weight of the body, aided 
by the pressure of the apparatus against the tuberosity of the 
ischium, and by the attachment of the upper fragment to the 
thigh-portion of the plane, — while the extension ia made by 
the weight of the leg and its confinement, together with that 
of the foot, to the lower plane and foot-board. 

Dr. Spaulding, of Buffalo, has been very successful in 
treating these injuries by the inclined plane. Re fixes the 
pelvia more securely, by allowing the horizontal portion of 
the plane to extend high up, so that the tuberosity of the 
ischium shall rest U2wn it. 

Mr. Amcahury'a apparatus is much more complicated. It 
;a of three parts, exclusive of straight spfinta and straps : 
kone portion, a, corresponds with the thigh, another, I, with 
Fthe leg, and the third, u, with the foot. (Fig- ti5.} There are 



I 




■two thigh-pieces to each apparatus, "one is bevelled off at" 
the lower end to the right; and tlie other to the left," to 
render the shape of the upper part of the plane conformable 



170 



OF THE OS TEMOR IS. 



to that of the thigh, — a perfect ly-fornied thigh being not 
straight, but curving a little inwards towards the knee. The 
thigh and leg-pieces are connected together by a hinge-joint, 
fasteoed by a pin, d. The foot-board is fitted upon the lower 
plane-at a right angle, and may be fixed at a greater or lesa 
distance from the angle of the two planes, by means of a pin 
or a screw. The length of the thigh-piece may he adapted 
to any hmb, by means of a sliding plate which is arranged at 
its upper part, and which may be fixed as required by a screw. 
The two portions of the plane are connected underneath by k 
steel rod, e, and the angle of the plane may he altered M 
pleasure, by varying the point of fixation of this rod to the 
under surface of the thigh-piece, a rack being there placed 
with several projections, each of which has a hole bored 
through the middle, for the purpose of receiving a bolt, which 
also perforates the extremity of the rod. At the back of the 
sliding plate, a couple of bars are placed, which serve to 
render the plate more secure, and also to confine the pelvis- 
strap which retains the apparatus in apposition with the 
ischium. 

In applying this apparatus, it should first he adapted to the 
sound limb, in order that the proper length may be ascer- 
tained. Then, the requisite angle having been given to the 
planes, and their surfaces smoothly and evenly cushioned by 
means of flannel, the broken limb should be carefully depo- 
sited upon the apparatus, a roller having been previously 




' applied from the foot to the knee. The shoe, a (see fig, 66), 
should now he buckled over the foot securely, and the pelvis- 
strap passed between the bars and the plate of the sliding 
portion of the thigh-piece. The log should be confined to the 
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^^ver plane, by a roller, d, and the fragments of the femur 
properly adjusted, by extenaion and countcr-cxtonsion, and 
retained in position by three straight splints, one on the 
outer, e, another on the upper,/, and the third on the inner 
face of the thigh, in which situutions they are secured by the 
straps, g, g, g, fixed to the back of the apparatus. " The 
pelvis-strap, h, should now be carried round the limb under 
the strips of leather, on the back of the short sphnts, and 
made to cross on the outer side, and then the buckle-end with 
the sliding-pad should" be conducted round the pelvis, and 
mnde to meet the other end in front, where it should he 
buckled." 

When there is much inflammation, Mr. Amesbury omits 
the front splint, and applies evaporating lotions, &c., &c. 

When the apparatus is thus securely arranged, it may be 
placed on its side, or rest upright. Mr. A., thinks that 
"half way between the side and the heel is a better position 
for a continuance. I generally," he continues, " place the 
r ftpparatuB upright, or a very little rolled outwards. It is 
naintained in either of these positions by pillows, assisted by 

iouple of tapes, j, i, carried from the lower end of the 
^paratus to the foot of the bod," 

This apparatus certaiuiy aeenia to offer much more security 
1 the more simple one before described, and by it, accord- 

jf to the testimony of its author and many others, cures are 
Reeled of fractures of the thigh, without apparent shorten- 
otg of the limb. 

Professor Nathan R. Smith, of Baltimore, has constructed 
i very light and portable double inclined plane, for the treat- 
ment of these injuries, which is believed to be equally valu- 
able and efficacious. A full account of it may be seen in 
"Gedding's Baltimore Medical and Surgical Journal," vol. i. 
1833. It allows of suspension of the limb, and a gentle 
swinging motion. The annexed figure will convey an idea of 
its construction. (See fig. 67.) 

The inchned plane which seems to he most in vogue in 
England, is M'lntyre's, as modified by Mr. Listen. It con- 
sists of a thigh and leg piece of sheet iron, and a foot- hoard 
of wood ; the former are connected together by a couple of 
_ jlooks and a screw, which is so placed that the two plat 
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knee; and the foot-board is affixed in Finch a manner, th« 

may be slid npwards or downwards to suit the length of the 
leg, and fastened by a aide-screw in any position that may be 
wished. At the lower end of the apparatus there is a cross 
plate of iron, which is so attached, that if the foot be raised 
or depressed, the plate will always rest flatwise on the mat- 
trass, or a board placed at the foot of the bed for the purpose 
of supporting it. (Fig- 68, taken from Fergusson's book.J 




The hyponarthecia of Mayor and Saiiter, is a modifical 
of the same principle, — a double inclined plane, upon which 
the thigh and leg are confined, in the same manner as is the 
arm in the hyponarthecia for the upper extremity ; as in the 
latter case, the apparatus is suspended from the bed or ceil- 
ing. Those who would see a drawing of this apparatus, ara 
referred to the honk of Mayor, to that of Cutler, or to that 
of Dr. II. II. Smith. 

The only way in which any individual can form n sati^ 
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"■ opinion, 
treatment of fractures of the t 
for himself. The statements 
opposite kind, and by surgeon: 
whom are Amesbury, Lonsd 
: of it, while Listoo. 



comparative efficacy of the 
igh by position, is to teat it 
sspectiog it are of the most 
of equal eminence, — among 
ie. Cooper, Boll, Earle, in 
and most of the con- 



tinental and American surgeous prefer the method t 
tension. 

This latter mode of treatment, aa it is now generally prac- 
tised, was proposed hj Deaault. The apparatus employed 
by him consisted of two straight splints rather broader than 
the an tero- posterior diameter of the limb, tapering gradually 
from the upper to the lower end, — one long enough to extend 
from the crest of the ilium to four inches beyond the foot, 
and the other from the perineum to the sole of the foot along 
the inner side of the limb; near the upper end of the long 
splint a hole wns perforated for the attachment of the coun- 
ter-e.x tending hand, and a notch was cut at the lower extrem- 
ity, with a perforation just above it, for the securing of the 
extending strap. The rest of the apparatus consisted of a, 
splint-cloth; long pads filled with chaff, to equalize the pres- 
sure of the splints along the outer and inner faces of the 
limb; a counter-extending band, to pass between the pubis 
and the upper part of the thigh, and to be attached to the 
upper extremity of the long splint, and nn extending band, 
for the purpose of firmly connecting the foot with the lower 
end of the same splint ; lateral pressure was made by means 
of several strips of muslin, which drew the splints and the 
pads firmly against the limb on each side, while the tbigh waa 
enveloped in a bandage of Scultctus. 

The objection to this particular apparatus is, that the ex- 
tending and oDunter-ex tending forces do not act sufficiently 

raltel with tlie axis of the limb. This difiiculty is obviated 
the very simple modification which Dr. Physick made of 

le apparatus of Desault. This consisted In making the 
_ lint long enough to extend from the axilla to about 
'our inches beyond the sole of the foot, and in attaching to 
its inner side, at about two inches above its lower end, a 
block, grooved on itg inner margin, and broad enough to 
■ ' ■■ " ■ 'ddle of the foot (fig. t59) ; the other 

appiiratus are the same 



I 
I 
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in Desault's. The counter-extending band is best made * 

filling a narrow bog of muslin, about thrce-foatthH 
Fin. 69. ■ Qf ^ yard long, firmly with bran, or oat-ehaff, bo as 
1^ — to form a cylinder of an inch in diameter; to each 
I" ^ extremity a piece of strong tape sliould be securely 
I sewed, for the purpose of attaching the band to the 

I upper extremity of the splint; when this is applied, 

I a piece of soft hudtskin should he interposed be- 

I tween it and the skin, as a preventive of excoriation 

I and chafing. Extension is best effected by means 

of a gaiter, similar in shape to that represented in 
the annexed wood-cut (see fig. 70) ; it should be made 
of strong muslin lined with soft buckskin, both to be 
cut "bias," BO that the gaiter will set smoothly to the 
ankle; Stout tapes should be attached to ita lower 
edge, one on each side, to make traction upon it and 
to secure it to the splint, and three or four shorter 
tapes should be sewed to each free margin, to tie the 
gaiter upon the anterior part of the foot. Previous 
to its application, the ankle should be bathed with 
whiskey, or soap-liniment, or spirits of camphor, and 
enveloped smoothly in a pad of soft carded cotton ; 
then the gaiter should he fitted nicely to the part, 
and tied. The following plan may be pursued in 
arranging and applying this apparatus, or that of 
Desault : Place upon the mattrass, and in a position 
to correspond with the fractured limh, the splint- 
cloth — a piece of muslin about two yards long, and 
as wide as the length of the inner splint, — and upon 
this arrange the strips of a bandage of Scultetus; 
then lay the patient carefully upon the mattrasB, so 
that the broken thigh, previously divested of clothing, 
shall repose upon the strips and the splint-cloth ; 
next pass the perineal hand under the buttock, and 
tie the gaiter around the ankle, as before directed; 
the limb being carefully steadied by an assistant, roll 
the splints in the cloth, commencing at the margins, leaving 
only space enough between each side of the limb and the cor- 
responding splint, thus enveloped, to admit of the presence 
of the junk-bag, — the long pad before spoken of. (The 
proper rolling up of the splints requires some time and 
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mble — thoy shonid bo tightly wrapped, so that when 
pressure is uaeil laterally apon 
the limb, they may not slip, and 
thna leave a larger space be- 
tween tbem and the leg than ii< 
compatible with the accomplish- 
ment of one of the objects for , 
which they are employed, viz., 
(he exercise of an equable and 
compression upon the limb, 
ly the aid of the junk-baga.) 

The splints being thus preparer! fcT use, extension and counter- 
extension should he made by assistants, the one grasping the 
foot and ankle, and the other fixing the pelvis — by one hand 
passed between the thigh and the pubis and ischium, and the 
other on the outside of the hip — while the surgeon coaptates 
the fragments, and adjusts the shape of the thigh; he then ' 
arranges the bandage of Scultems, and afterwards presses i 
the junk-baga and the splints firmly against the sides of the 
iimb; the counter-extending and extending bands should now 
be tightly secured to their corresponding extremities of the 
long splint, — the tapes attached to the gaiter passing over the 
grooved margin of the block, before described. To secure 
the limb in this adjustment, three or four strips of muslin 
shonld be passed underneath the apparatus, at intervals along, 
the limb, and tied across, the knot being made upon the edge 
of one of the splints, to prevent it slipping ; and a broad band 
should likewise confine the upper part of the long splint to 
the side. It is sometimes advisable to give additional support 
foot, by tying a strip of muslin around it, and then pin- 
_ ling the ends to the splint-cloth. An arched frame of v ' 
'jjr of hoop, should be placed over the foot, to protect it from 

e pressure of the bed-clothes. 

The limb should be placed out from the axis of the body, 
!|>articularly in those cases where the fmcturo is at such a 
[point as that the glutfeus muximus muscle will draw the upper * 
fragment of bone outwards. 

It is well to use the bandage of Scultetus during the first 
few days after the injury, since it makes gentle and equable 

upon the muscles of the thigh, 
,whal to keep the fragments of the bone in apposi 
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the first week or ten days, however, it is probably as well, or 
better, to remove it, leaving the thigh exposed to the eye of 
the Burgeon. 

CoM lotions should be npplied at any time, as they may be 
called for by the condition of the aoft parts; anodyne lini- 
ntents are sometitnes of service in allaying muscular irritabi- 
lity, and in alleviating pain in the limb. 

Very excellent cures may be effected, undoubtedly, by tha 
use of this apparatus; but it is one which demands, in its 
emplovnient, the greatest care and atteotion on the part of 
the attendant. There are some points to which the author 
would call particular notice : — the accidents chiefly to be 
feared, as directly connected with the use of this splint, are, 
excoriations and sloughs upon the heel, on the inner aide of 
the knee, at the prominence of the inner condyle of the 
femur and the corresponding point of the tibia, awd in the 
perineum. These are not necessary accompaniments of the 
mode of treatment now under consideration, and with proper 
care they will never occur; but without great watchfulness 
they are exceedingly likely to happen ; they may be avoided 
in this way: — 

The gaiter should he unbound daily, so long as it is worn, 
and the instep, ankles, and heel carefully examined. During 
the first week, or ten days, the gaiter should be loosened 
.every morning and evening, and these parts bathed with 
whiskey, or soap-iiniment ; this may be done without in the 
slightest degree deranging the fragments of hone, simply by 
turning up the lower ends of the junk-bags, so as to give 
room for the introduction of the hand b«tween the splint and 
the foot, — the strips which maintain the lateral pressure 
being securely tightened. The inner side of the knee should 
be gently rubbed in the same way, and a little indentation 
should be made in the junk-bag, corresponding with the bony 
prominences of the femur and tibia at this point. The peri- 
neal band should be loosened daily, — the limb being sup- 
ported the while by an assistant, and the lateral compression 
maintained, — and the parts upon which it presses bathed, as 
the others. Whenever the apparatus ia thus re-adjusted, re- 
newed extension and counter-extcDsion should be made, and 
in order that this may be persevered in until the end of the 
treatment, it ia highly necessary that the splints shall be so 
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closely wrapped in the cloth, and shall approach the limb, on 
each side, so nearly, as that firm lateral pressure may be kept 
up, and thus the strain upon the foot and perineum rendered 
very supportable. 

It is advisable, oftentimes, to vary the means by which the 
extension and counter-extension are effected. Thus,"" after 
having used a perineal band of the dimensions and form 
above recommended, let one be substituted flattened in shape 
and broader, so as to act upon a larger surface, and thus 
relieve that part which has been already pressed upon. So 
with regard to the gaiter, — it will occasionally, perhaps, be 
well to substitute for this a handkerchief folded into the 
cravat-shape, and applied so as to press upon the instep and 
the point of the heel, the tails passing from the sides of the 
foot, parallel with the 

axis of the limb, and ^*®- 7^- 

reaching to the ex- 
tremity of the long 
splint upon which 
they are tied. (See 
fig. 71.) Another 
mode of making ex- 
tension is by means 
of adhesive plaster, 
as follows : — Cut two very long strips, of an inch, or more, 
in width, and apply them to the leg, commencing at a point 
halfway between the foot and the knee, descending spirally to 
the side of the foot, one on each side : then, when adhesion 
between the strip affd the integuments has become firm, 
attach the strips to the extremity of the long splint, as by 
the other method. This plan was first employed by Dr. 
E. Wallace, of this city, while Resident Surgeon at the Hos- 
pital ; he used it as a substitute for the gaiter, which had 
produced excoriation just above the heel ; the author had the 
pleasure of witnessing the complete success which attended 
the operation of this novel extending band, both in the in- 
stance in which it was first tried and in several other cases, 
and he would recommend it highly, as being perfectly secure 
and efficacious. It may be proper to make use of a few turn? 
of a roller, or of a bandage of Scultetus, to compress the 
adhesive strips against the leg, but this is scarcely called for, 
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If ibere is any disposition to escorifltion or slonghing upon 
the points of the malleoli, pressure should be taken off from 
thent, by not allowing ihe junk-bags to extend so low down. 
The same accident may be prevented from occomng upon 
the point of the heel by placing a cushion just above it, 
under the leg, so that the weight of the litub shall not fall 
upon this point. The same simple method may be resorted 
to when a similar accident threatens the hips or back, — a 
judicious arrangement of pillows will often ohviate ranch mis- 
chief, aided also by stimulating liniments applied to the parla. 
When, in epite of these precautions, sloughing does occur — 
as it sometimes will in old persons, or in those of lax fibre. — 
all pressure should be at once withdrawn from the affected 
surface, and the separation of the dead tissue aided by the 
application of poultices; afterwards stimulating washes 
should be used, among the best of which is Labarraque's 
solution of the chloride of soda, diluted with three or four 
parts of water, and applied to the ulcer upon rags, or, if tha 
slough has extended beneath the skin, injected from a 
syringe. 

There is one obiection to the employment of this spparatoa 
of Desault and Physick in the treatment of fractures of the 
thigh, occurring particularly in the upper third of the shaft 
— (and the same objection is applicable to the treatment by 
extension in the straight position, generally) : it is sometimes 
impossible to counteract, by it, the deformity which arises 
from the powerful contraction of the ilii^us intcrnus and psoas 
magnua muscles, which tilt up the lower end of the upper 

' T am greatly indebtad to the kindness of Dr, Gross, tlie dislinpuiahed 
professor of surgery at Louisville, for the knowledge of llie fact thai UiU 
applicRtioa of ndbestve plaster woa origioally mncle more than ttvenlj yenr* 
■go, by Dr. Swifl, of Easton. 

in hiB trBatise on " the Anatomy, Physiology, nnd Diaeaaea of the Bnnn 
and Joints" (Phil add phi a, 1830, p. 60), Dr. Gross points out the rrasoDB 
nliicli led Dr, Swift lo suggest this means of making eiteDsinn ; they iir« 
prBcisely those which induced Dr. Wallace to resort to Ihis enpedienl, Vr. 
Wallace, I am sure, had uo knowlnlge that any one had previously reGon- 
tueuded or employed the aditesivo plosler for this purpnee. 

Latterly, the employment of adheaiTP strips hap been very mncli extended 
io the treatment of many nlher froctorcs ; as by Dr. Crosby, to frncturi! rf 
•Jie clavicle. (New VuiL Juiirrml o( Medicine, ]*<&l.) 
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ygment. When this action is but sliglit it may ' 
come, gradually, by compression " ' ' 
anterior face of the thigh, or by i 
little elevation given to the low' 
.folded sheet plaoed beneath the thigh, at thia point. 



1 a splint bound upon the 
■ompress, or, fioBlly, by a 
frufrment hj meana of a 
But in 
■y athletic patients the muBcles in (jueatioQ may contract 
powerfully, and then these means will fail; if the straight 
nts are retained, a permanent deformity will ensue and 
the limb will be always weak, in consequence of the imper- 
fect apposition of the fragments. In auch cai^es as these, the 
double inclined plane should be substituted for the other 
apparatus. 

The apparatus of Desault, improved as above described, is, 
we think, the best which has yet been contrived for the treat- 
ment of fractures of the thigh, in the extended position. 

There are several other modifications of Deaault's appara- 
tns, less simple than the one which we have e.xptained. 

The late Dr. Ilartshorne, of this city, invented one in 
which the long and the short splints are connected together 
by a transverse piece, throngh which a long wooden screw 
passes, h^'Ving a foot-board attached to it. 

Dr. T. H. Bache, lately resident Surgeon to the Pennsyl- 
vania Hospital, has modified Physick's apparatus as foUowa : 
A long, narrow fenestrum is cut in the outer splint, extend- 1 
ing upwards from near its lower extremity; in this slides 
an iron arm, capable of being firmly fixed by screw-ciamps at ' 
sny point, so as virtually to lengthen or shorten the splint in 
adaptation to limbs of different length; through this arm 

esses a long screw, its axis being conunuous with that of the 
lb when placed between the two splints, and to the upper 
For proximal end of the screw is attached a transverse piece 
yot iron, having a hole pierced through each extremity. To 
apply this apparatus, the limb is placed between the two 
splints, and a counter- extending band and junk-bags iire 
arranged just as in Fbysiuk's method.; but the extending tnpes ' 
or adhesive strips are secured to the transverse iron plate 
Just spoken of, so that the elongation of the limb is accoin- 
i|diahed by acting upon the screw which passes through the 
jlftrm that is connected to the outer splint. The arrangement 
very neat, and the apparatus light and strong. Its action 
very well spoken of by the gentlemen who are attached to 



180 



FHAOTURSa OF THE OS PEMORIB. 



the FeniiBjlvania Hospital ; it is believcil by them tbat it 
effects elongation of the shortened limb more gradually than 
Physick's splint, and that it enables the surgeon to judge 
accurately whether or not he is really gaining In tbis 
particular. 

I must confess that I should prefer the simpler apparatus 
of Dr. Physick. From having seen Dr. Bacbe'a splint in use 
nt the Hospital in two or three cases of fractured thigh, my 
impression is that the foot ia not as securely and steadily held 
by this as by the other; and it appears to me that to make 
extension by the screw, rather than by the hands directly ap- 
plied to the limb, is more likely to endanger excoriation of 
the foot. The stretching of the extending strips or tapes, 
under the force constantly acting upon them, will readily de- 
ceive any one who trusts to the mere operation of the screw 
to inform him as to the improvement in the length of the 
limb. Moreover, the simplicity of Physick's apparatus is in 
itself an advantage and a recommendation. Perliaps tho 
splint of Dr. Bache might be improved by attaching to the 
screw a foot-piece, to which the foot should be immediately 
secured, instead of having a simple transverse piece. 

Beyer's apparatus is composed of a long splint for the ex- 
ternal side of the limb, with a movable foot-board connected 
therewith ; of two straight splints for the anterior and inner 
faces of the limb; a belt encloBing the upper part of the 
thigh and the groin, and giving a "point d'ajipui" to the 
upper extremity of the outer splint; straps to secure the foot 
to the foot-board ; cushions, and tapes to con&nc the appara- 
tus upon the limb. The outer splint is the only complicated 
part of the apparatus. It is about four feet long and as 
many inches in width; from its lower extremity upwards, 
along about half iis lengtli, runs a groove in which a screw 
plays; the upper end of the screw turns upon an fron plate, 
while tho other extremity, at the end of the splint, has a key 
attached to it, by which it ia made to revolve. A foot-piece, 
made of iron, and padded, is connected with the screw, upon 
the inner side of tho splint, and ia moved nearer to, or far- 
ther from, the lower extremity of the latter by revolutions 
of the screw, so as to make the necessary extension, while 
the ujiper end of the splint fits into a little pouch upon the 
ihigh-struiJ, thus effecting the counter-extension: the foot- 
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piece has two legs upon which it rests. In the application 
of this apparatus the foot is attached to the iron plate ; the 
npper end of the splint is inserted into the pocket of the 
thigh-belt, which has been previously passed around the 
upper part of the thigh and groin ; a long pad protects the 
limb from contact with the outer splint, and equalizes the 
pressure from it ; then, after the reduction of the fracture, 
the inner and anterior splints, well padded, are placed upon 
the thigh, and the whole is secured by means of several 
bands, as shown in the figure. (See fig. 72.) As much ex- 
tension as the surgeon thinks necessary is made by turning 
the screw, thus drawing down the foot, and with it, of course, 
the lower fragment of the broken femur. 

Fig. 72. 




Mr. Listen recommends the employment of a single 
straight splint of deal-board, long enough to extend from 
opposite the nipple to three or four inches beyond the foot ; 
near its upper end two holes are bored, and the lower extre- 
mity is notched, while just above the latter is a perforation 
large enough to accommodate the malleolus ; the splint is co- 
Tered on its inner face by a cushion. The leg is bandaged 

Fig. 73. 




from the toes nearly to the seat of fracture, before the splint 
is applied: then the fracture is reduced, and the perineal 
16 
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band — made as for Desault'a apparahis — le tied to the npper 
end of the splint, to which the whole limb and tbo side of the 
body are now confined bj means of a roller, — several turns 
being piissed around the foot, and gaining support from the 
notches made in Che lower end of the splint. (Liston's Pract. 
Surg.) (SeeSg.73.) 

Drs. l^mball and Sanborn, of Lowell, Mass., have contrived 
a single splint for the treatment of fractures 
Fio. 74. of the thigh, which is figured in Miller's Prac- 

tice of Surgery. (Fig- 74.) 

It extends from the axilla to below the foot, 
but is so contrived as to he capable of being 
lengthened at each extremity. The upper end 
terminates in the manner of a crutch; the 
lower has a sliding bar fitted to it, upon which 
a transverse arm is secured at right-angles. 
In using this splint, " two long pieces of strong 
adhesive strap are applied, one on each side 
of the limb, extending from above the knee to 
the ankle, and these are secured by a roller. 
The end of each strap is uncovered with adhe- 
sive matter, and hangs loose from the foot. 
The ends of each strap are secured to the 
cross-bar at the splint's extremity, and the 
limb is made one with the splint in the ordi- 
nary way. By turning the screw, the cross- 
bar is moved up or down, at will, and extension 
consequently is regulated with both accuracy 
and power. The perineal band is employed 
besides, but should its pressure prove at any 
time galling, it may be temporarily discon- 
tinued with safety, the crutch of the splint 
being moved up into the axilla, to supply its 
place." {Miller's Practice, p. 652.) 

We do not see that the screw- ex tension 

power is of much advantage, and we can by 

no means advise any one to dispense with the 

I K perineal counter-extending band, because the 

axilla does not offer a fixed point of resistance. 

And, rooroover, it is impossible to preserve the proper shspo 

and direction of the limb if only one splint is used. 
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The same objection is applicable to the original splint of 
Hagedorn, which consists of a single long splint and a foot- 
lioard, the latter being broad enongh to support both feet, 
and moving np and down, but capable of being secured at any 
point upon the splint. 

J>T. Gibaon, Professor of Surgery in the University of 
Pennsylvania, has introduced a modification of Hagedorn's 
apparatus, which he thus describes — (" Institutes and Prac- 
tice of Surgery," vol. i.) : — " This method consists in extend- 
ing the patient's limbs upon a mattrass, and confining both 
feet, by gaiters, or a handkerchief, to a footboard which is 
firmly supported upon the ends of two splints passed through 
mortices near its edges. ' These splints extend from the arm- 
pit, where they are padded like the head of a crutch, along 
each side of the body, thigh and leg, beyond the foot, and, 
being well stuffed on their inner surfaces to prevent irritation, 
are confined by six or eight broad tapes or bandages passed 
around the limbs, pelvis, chest, &c. (See fig. 75.) 

" The principle upon which extension and counter- extension 
are effected by this contrivance, will instantly be understood. 
The sound limb being extended, serves as a splint to the bro- 




ken one. Counter- ex ten si on then is made upon the acetabu- 
lum of the sound side, and extension upon the ankle of the 
injured limb, which, so long as the two feet are kept on the 
same level, cannot be shortened, provided rotation of the 
pelvis be prevented. This purpose is answered by extending 
the splints to the arm-pita, and not with a, view, as might be 
supposed, of produejtig counter- ex tension from these points. 
Finding that the patient, in the original machine of Hage- 
dorn, could incline the pelvis towari^ the affected side, and 
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thereby shorten the limb, by causing the superior fragmeDt 
to deacend and overliip the inferior, the additional splint 
vas added, and has been found to answer completely the end 
designed." 

Daring my residence in the Pennsylvania Hoapital, I had 
the opportunity of testing the efficacy of this apparatus, in 
two cases of fracture of the thigh, — one in a child, the other 
in an adult. In both instances, the resnltwas as satisfactory 
as I have ever seen to follow the employment of any other 
method ; I was led to make use of this apparatus, because the 
skin about the ankle and perineum of the child was so very 
tender, as to render the pressure upon these parts, from the 
gaiter and counter-extending band of DeaauU's apparatun, 
insupportable, and, moreover, he was not sufficiently restrained 
by this last-mentioned apparatus; — and because, in the in- 
stance of the man, the wliole instep was much bruised by the 
same fall which caused the fracture of the thigh. The plan 
which I adopted was the following: — A straight splint was 
first confined to the under surface of the sound limb, to pre- 
vent flexion of the knee; the splinia were then placed on 
each side of the patient ; the sound foot was secured to the 
foot-board; long pads protected the outer sides of the limba 
from contact with the boards ; the fractured thigh was brought 
to the same length as the other, and the foot bandaged to 
the foot-hoard ; a firm jnnk-hag was now inserted between the 
limbs along their whole length, so that the injured limb should 
be supported at every point by the other, and several wide 
strips of muslin were made to enclose in their grasp each 
thigh, with its splint and the junk-bag; finally, the splints 
above the pelvis were pressed against the patient's sides, by 
means of muslin bands, and in the same manner lateral 
pressure was effected upon the whole apparatus. 

The management of this apparatus requires great atten- 
tion ; its confinement is very irksome to the patient, as it 
.imprisons both limbs. It is particularly troublesome, wbCD 
he has an evacuation of the bowels to effect, because he can- 
not assist himself, nor the attendant, with the sound leg; 
when it is employed, therefore, a clinical frame, such aa has 
been described, should be used instead of an ordinary frac^ 
ture-bed, or the fractnre-bed herein described, will be found 
serviceable and convenient. 
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The same care as when the other splints are resorted to, 
ij requisite, with regard to the prevention of injury to the 
parts of the integuments pressed upon, as the heel, ankles, 
hips, &c. 

It is proper to mention that, in the man upon whom this 
apparatus of Dr. Gibson was tried, the fracture was at the 
lower third of the femur, and that the thigh was not a very 
muscular one. Whether a sufficient degree of extension can 
be accomplished by it, to maintain in coaptation the frag- 
ments of a thigh-bone, when the muscles of the limb are fully 
developed, and when the fracture is higher up, within the 
operation of the glutaBus muscle, the author cannot affirm ; he 
has a sufficiently good opinion of the apparatus, however, to 
be induced to use it again. 

In fractures of the shaft occurring in young children, the 
method recommended by Mr. Listen, as before described, 
with the addition of curved splints for the anterior, posterior, 
and inner surfaces of the thigh, is the most convenient and 
the best plan of treatment. The naturally slightly curved 
shape of the bone should be recollected, and this conforma- 
tion should be secured by the proper use of compresses. 

2. For fractures of the thigh at its upper extremity. 

The general principles of treatment in these cases are the 
same as when the shaft is broken ; but there are some ana- 
tomical and physiological peculiarities of the pelvic extremity 
of the OS femoris, which require corresponding modifications 
of treatment, when this part of the bone is ruptured. 

When the fracture occurs within the qjapsular ligament of 
the joint, bony union, according to the best authorities, is at 
least exceedingly improbable, though not impossible. (See 
Sir A. Cooper, Cruvelhier, R. W. Smith, &c.) The acci- 
dent happens, moreover, for the most part, to persons ad- 
vanced in life and incapable of supporting long confinement 
in bed in any one position. Concerning the treatment of 
these cases. Sir A. Cooper makes the following remarks : — 
*' I would prefer a ligamentous union to the confinement and 
danger of bony union, in regard to the health and life of the 
person, and, as I believe, to the subsequent use of the joint. 
Baffled in our various attempts to cure these cases, and find- 
ing the life of the patient occasionally sacrificed under the 
trials made to procure bony union, I should, if I sustained 
16* 
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this aiMtident in my own person, direct, that a, pillow should lie 
placed under the limb throughout its length ; that another 
should he rolled up under the knee, aud that the limb should 
be thus extended until the inflammation nnd pain hnd Buh- 
sided. I should then daily rise and sit in a high chair, to 
prevent a degree of flexion which would bo painful ; and, 
walking with crutehea, bear gently on the' foot at first, then. 
gradually more and more, until the ligament of union had 
become thickened, and the muscles increased in their power. 
A high-heeied shoe should be next worn, by which the halt 
would be much diminished. Our hospital patients, treated 
after this manner, are allowed in a few weeks to walk with 
crutches; after a time- a stick is substituted, and in a few 
months they are able to use the limb without any adventitious 
support," (Sir A. Cooper, op. <5it., p. 145.) 

When the solution of continuity has occurred partly within 
and partly without the capsular ligament, or through the 
great trochanter, the displacement ia less, and it is more 
easily obviated. The limb should be kept in the extended 
position, by any of the methods which have been described, 
and the outer splint should be pretty firmly pressed against 
the trochanter and the side of the body by a circular band- 
age. The apparatus of Dr. Gibson would answer admirably 
in these cases. 

If the trochanter major be merely severed from the root 
of the neck, the axis of the bone not being involved, there is 
no shortening of the limb, and the treatment of the accident 
is very simple. The patient should be kept upon his bnok, 
with the limb in the extended position, and rendered in- 
capable of flexion at the knee and thigh by means of a well- 
pailded splint, extending from above the ttiberosity of tbe 
ischium to near the heel, and secured thus by rollers; in 
addition, a broad band should be passed around the pelvis, to 
compress the fragment of the trochanter upon its place. 

The annexed woed-cut illustrates a method pursued by Sir 
A, Cooper, in the treatment of this injury. The patient is 
lying upon a fracture-matt rasa, to the foot of which is attacbed 
an upright support for the sole of the foot; a broad hand 
grasps the troelianter and presses it upon ita natural seat. 
(See fig. 76.) 

3. For fractures at the lower extremity of the femur, ^^H 
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The thigh-bone may be broken transversely just above the 
condyles, or obliquely, or the fracture may extend through 
the condyloid expansion into^ the joint. 

In the first case, there is oftentimes no displacement, or if 
the axis of the limb has been deranged, the fragments, after 
reduction, are easily retained in apposition by lateral com- 
pression and rest in the extended position. 

When, however, the fracture extends obliquely from behind 
forwards and downwards, as is usually its line of direction, or 
even from before backwards and downwards, the powerful mus- 
cles which descend from the pelvis act with great energy upon 
the lower fragment, and draw it tipwards, leaving the ex- 
tremity of the upper fragment, in the first-mentioned variety, 
projecting anteriorly and penetrating the rectus muscle, 
sometimes perforating the integuments even. The treatment 
of this injury consists in keeping up strong extension and 
counter-extension in the straight position, and in making as 
firm compression upon the fragments, when reduced, as the 
condition of the parts will allow, aided generally by evapora- 
ting lotions, leeching, &c., &c. After the lapse of three or 
four weeks, passive motion should be commenced cautiously 
and persisted in. (Sir A. Cooper.) 

Others advise that the limb should be secured upon the 
double inclined plane, the foot being well supported. They 
urge in favour of this position, that it relaxes the muscles 
which act so powerfully upon the lower fragment, and thus 
renders sufficient a less degree of extension upon the inflamed 
joint, while the mere pressure of the under surface of the 
limb upon the plane counteracts in a great measure the 
retraction of the lower fragment. 
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A Btrong argument in fnvour of the straight posittnn Is 
that, if anchylosis should occur, the limh is in a much 
more desirable position than if the double inclined plane ifl 
!ni ployed. 

When one of the condyles is separated from its connexion 
with the lower portion of the femur, the extended position is 
certainly the most favourable one for the relief of the acci- 
dent. A piece of pasteboard, large enough to inclose the 
posterior two-thirds of the joint, and notched along its mar- 
gins to enable it to adapt itself better to the form of the part, 
should be softened in hot water and then moulded about the 
posterior face of the knee, and secured thus by mcAns of s 
roller; Desault's apparatus, or a single straight splint for the 
under surface of the limb, will complete the necessary con- 
fining means, 

4. For compound fractures of the thigh, the sama general 
principles of treatment esist as for the simple: the accident 
should be converted into a simple fracture, if practicable, by 
itnmediate closure of the wound ; and during the whole pro- 
gress of the ease, the natural conformation and length of the 
limb should be preserved, as far as possible. It must be 
borne in mind, however, that some degree of shortening will 
occur almost of necessity^ in consequence of necrosis of the 
broken extremities of the bone, and because, from the nature 
of the injury, the same degree of extension and of lateral 
dimpressioQ cannot be maintained as in cases of simple 
fracture. 

The limb may be placed in the flexed position on a double 
inchned plane, or it may be extended by means of any of the 
different sorts of apparatus already described, or, finally, it 
may be placed in a long fracture-box, the sides of which are 
connected by hinges with the bottom piece, and extend, on 
'he outer side to the axilla, and on the inner to the pelvis, 
the foot being secured to a perpendicular pljine attached to 
the lower extremity of the bottom-piece. In this box, the 
limb may repose upon a bed of hran, which also affords the 
necessary lateral pressure when the sides of the box are 
closed. Probably, if the fracture he seated in the vicinity 
of the middle of the bone, it can be treated as well in Phy-^ 
sick 'a apparatus as in any other. Either of the splints can 
be bracketted opposite the point of injury, as is represented 
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The bandage of Scultetus is, ae in other compound frac- 
turea, the best compressing bandngp, as it admits of removal 
and adjustment without disturbing the limb. The wouud 
itself should be uncovered, excepting by a poultice, or some 
similar dressing, so that the matter miiy have free escape, 
and this should be aided by moderate pressure upon the thigh, 
above and below the wound, effected by the bandage, which 
ahould be made to act with particular care on any point or 
points beneath which the matter may be disposed to collect : 
if an abscess should form at any point remote from the wound, 
as happens in almost everj compound fracture, it should be 
opened by the knife. 

The dressing for the wound mnat be varied to suit its ap- 
pearance at different times. Great cleanliness of the parts, 
and also of the dressings, should be observed. 

The great length of time during which it is necessary to 
confine the patient to bed renders it advisable to resort to 
every expedient to prevent sloughing; besides the frictions 
heretofore recommended in compound fractures, the position 
of the patient should be changed, from time to time, as far as 
may be consistent with the security of the hmb ; the use of the 
inclined plane, for esarople, may be alternated with that of 
the straight splints. 

When the condition of the wound will allow of more direct 
compression being exercised about the seat of fracture, this 
means should be instituted as an aid in securing a proper shape 
to the thigh. For this purpose, strips of adhesive plaster, or 
T Boap plaster, may be employed, — while the roller, or the 
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bandage of Scultetus, carrot hn used, — an inttrva] being left 
between tbe strips, for the ready escape of the pus. 



SECTION 11. 



The patella mnj be broken longitudinally, or transversely. 

1. Longitudinal frnctureH of this bone are attended with 
little or no displacement of the fragments, as a general rule; 
hence the probability of perfect reunion by bony matter is 
great, and the treatment is very simple. The leg should he 
extended upon the thigh, and the tbigh fie.'ted to a moderate 
degree upon the pelvis, while a roller is passed around the 
limb, from the toes to the upper part of the thigh, being made 
to exercise considerable lateral pressure upon the fragments 
of tbe patella, by means of compresses placed at each Bide of 
the bone. The limb should he laid on a simple inclined pUse, 
and, for tbe sake of greater security, a splint should be bound 
to its under surface. The application of these retentive means 
should be preceded, if there be much inflammation about the 
joint, by leeching ; and after the bandage is appLed, cold ]o- 
tiuna may be employed, if required. 

2. When the fracture has assumed a transverse directidii, 
a considerable degree of separation of the fragments is tma- 
votdable, the retraction of the upper portion varying from One 
to three or four inches, according to tbe power of the exten- 
sor muscles which are connected with the base of the patella, 
and to the position in which tbe limb has remained after the 
injury. 

■ A variety of mechanical con,trivances have been resorted to, 
to remedy the efl'ecta of this accident and to maintain the frag- 
ments in apposition. The bomi of union is usually ligamea- 
, toua, BO commonly that Pibrac offered a prize of one hundred 
louii d'or to any one who would show hira a specimen of trans- 
verse fracture of the patella cured by bony union. Specimens 
of this mode of healing do, however, exist. But It must be 
borne in mind by the surgeon Ihnt, although a very good ap- 
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position may have been gained and retained during the treat- 
ment, the ligament of union almost invariably becomes elon- 
gated after the patient commences to use the limb, even when 
a splint has been bandaged to its under surface and worn thus 
for a long time after confinement to bed has ceased. This fact 
should always be impressed upon the patient and his friends, 
as otherwise the surgeon may suflfer in reputation. 

The treatment recommended by Sir A. Cooper is, that the 
limb be lightly bandaged to a straight splint placed all along 
the under surface of the limb, the knee being left entirely un- 
covered ; that the extensor muscles of the leg be relaxed by 
elevating the limb upon an inclined plane, while the trunk is 
flexed upon the pelvis, and that local antiphlogistic remedies 
be applied upon the joint, until inflammation shall have ceased. 
Then " a roller is applied from the foot to the knee, to pre- 
vent the swelling of the leg, and the upper portion of the pa- 
tella is pressed downwards towards the lower, as far as it can 
be without violence, so as to produce the approximation of the 
fragments. Rollers are applied above and below the joint, 
confining a piece of broad tape next the skin on each side, 
which crosses the rollers at right angles ; these tapes are next 
bent down and tied over the rollers, so as to bring the latter 
near to each other, and thus to keep down the upper portion 
of bone. Sometimes, instead of the tape on each side, a broad 
piece of linen is bent over the rollers on the fore part of the 
joint, and is there confined, so as to approximate the portions 
of bone and to bind down the upper fragment of the patella^ 
that its lower broken edge may not turn forwards." (Op. cit. 
p. 205.) (See fig. 78.) 

Fig. 78. 




Another method recommended by the same high authority 
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is the following : — A leathem fiirap may be buckleil around 
the lower part of the thicrh, above ihe broken and retracteii 
fragment of bone ; from this circular band another strap should 
be pnsaed along the aide of the leg across the sole of the foot, 
the leg being extended and the foot flexed aa much ss possible. 
This strap is then carried np along the other side of the leg, 
and buckled to that which has been fixed around the thigh; 
it may be confined to the foot by a tape tied to it, and to the 
leg, at any part, in the same manner. This is a very conve- 
nient bandage for the fractured patella, and for the patella 
dislocated upwards by the laceration of its ligament. A roller 
is to be applied around the leg. (Op. cit. p. 205.) (See fig. 1 




M, Desnult directed that the limb should be held in the | 
sition above advised, by an assistant, and a roller pat 
around the leg from the toea to the knee, confining on 1 
front of the leg a band about two inches wide and of t 
length of the limb; then that two longitudinnl slits be mil 
in this band, opposite the patella, through which the Burgt ' 
passes two fingers and approximates the fragments: tbkf 
compress bo applied just above the upper fragment and '] 
tained there by several turns of the roller passing around ^ 
knee in the form of the figure 8 ; the bandage now should oo^ 
the thigh, a padded splint, as long as the limb, should beoi 
fined upon its under surface, and the whole supported on t 
inclined plane. 

M. Gerdy employs an invaginated bandage, such as is t 
in the mproximation of the lips of transverse wounds. (See 
chap. oIT ffounds.) The leg, ss high as the knee, is enveloped 
by a roller, which also confines upon the front of the leg the 
tailed portion of the bandage, the slit portion being secured 
upon the front of the thigh by a second roller; then, having 
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placed a compress above the upper fragment, and another be- 
low the inferior, pass the tails of the bandage through the 
slits, and approximate the fragments ; this having been effected, 
lay the portions of the band.ige smoothly along the limb, and 
secure them by turns of a roller. 

Mr. Amesbury has invented an apparatus consisting of 
two wide leathern pads, to be placed one on the anterior face 
of the thigh above the knee, the other on the leg below the 
knee, and attached to each other by straps and buckles. In 
order to compress the extensor muscles of the leg, and at the 
same time to avoid unnecessary constriction of the limb, 
these pads are secured by means of straps and buckles, to a 
splint placed on the under surface of the member, with a 
foot-board attached, and made suflSciently wide, opposite the 
knee, to project a little beyond it upon each side. The upper 
pad, and with it the corresponding fragment of the patella, 
is made to approximate the lower by means of a strap, which 
passes from the lower edge of the upper pad, along the side 
of the leg, and across the foot-board, to ascend on the other 
side of the leg and be buckled to the pad. (Amesbury, vol. 
ii. p. 492, &c.) 

Mr. Lonsdale has contrived an instrument, which he has 
found very efficacious in the treatment of this fracture. It 
consists of a splint upon which the limb reposes, and to which 
a foot-piece is attached in such a way as to be movable up 
and down, to accommodate the splint to limbs of different 
lengths ; to the under surface of this splint two vertical iron 
bars are connected, AB, (see fig. 80,) at about its centre, 
each one supporting a horizontal arm bent at right angles, 
G G ; these horizontal pieces slide upon the upright stafifs, but 

Fig. 80. 
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can he arrested at any point by the screws, C D ; from ihew 
arms depend other vertical rods, movable upon tlie former, 
and, like them, fixable by similar screws, E; finally, to the 
lower end of each of these second perpendicular rods, an iron 
plate, F, F, of a horse-shoe form, is attached, by means of a 
hinge-joint. In the application of this apparatus, the splint 
should he welt padded, and the foot and leg secured to it by 
a roller, a bunduge having been first passed around these 
parts; then the surgeon places the fragments of the patella 
in juxtaposition, the muscles being relaxed as before directed, 
and applies the upper horse-shoe plate to the upper part of 
the thigh, a soft pad intervening, jnst above the superior 
fragment, — not touching the patella itself, while the other 
plate is applied just below the inferior fragment; the plates 
are secured in these relations by means of the screws, and a 
roller is passed around the thigh and the upper part of the 
splint. Tbe limb is retained during the treatment in the 
same position as in the other modes already described. 

Mr. Lonsdale states the advantages of this apparatus to be, 
that it may be applied immediately after the fracture occurs, 
that it produces no constriction of the limb, and that it 
leaves the injured part exposed to the inspection of the sur- 
geon during the whole course of the treatment, and allows of 
the application of antiphlogistic remedies ; he has found it to 
answer the purpose for which it was intended, in a very s&iis- 
factory degree. (Op. cit., p. 427, &c.) 

Mr. Fergusson describes a very simple and neat apparatus, 
contrived by Mr. John Wood, for the treatment of this injury. 
It consists of a splint extending frora tbe pelvis to the aole 
of the foot, hollowed to receive the limb, and a foot-piece 
attached; the lower extremity of tbe splint rests upon a 
block, so that when applied, the plane upon which tbe member 
reposes, is inclined. 'The limb is confined upon the splint by 
means of rollers, the fragments of the pateIJa being retained 
in apposition by a few turns after the manner of tbe figure 8, 
and to prevent these latter turns of tbe roller from slipping, 
two hooks are screwed into each side of tbe splint, above and 
below the position of tbe knee, around which tbe bandage 
passes. (Fig. 81.) 

The apparatus of Boyer, of Dorsey, Mogridge, and othej 
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Ter Tio particular aJvantagos above those which have been 

ascribed. 

M. Malgaigne, in his excellent "TraitS dea Fractures, p. 
764, states, that he has seen M. Gama, surgeon to the mili- 
tary hospital of Val de Grace, treiit suceessfully cases of 
transverse fracture of the pntella, bj means of strips of adhe- 
sive plaster passed above and below the fracture, in the form 
of the figure 8, the limb being placed upon the simple in- 
clined plane. And in the Philadelphia Medical Examiner, 
p. 5, Jan., 1854, Dr. John Neill reports two cases of this 
injury in which this method was pursued. It is, undoubtedly, 
the simplest and the best plan which can be resorted to. 

After the limb has been thus confined for six or eight 
weeks, passive motion should be commenced and praatised 
cautiously but diligently ; in the course of two weeks' longer 
time, the patient may be permitted to bear moderately upon 
the foot in walking, a splint being bound to the under surface 
of the limb; he should step on the sole of the foot flatly, 
the toe ; the splint should be worn thus, for a few 

'■8. Rupture of the tendon, and of the ligament of the 
itella should be treated in the same manner as if the bone 
itself were broken. 

4. Compound fractures of the patella require the same 
generiil principles of treatment as the simple forms. But in 
addlti'm to the injury done to the bone, that which is inflicted 
upon the soft parts and on the joint demands attention, and 
modifies the treatment. The indications are, to close the 
dlately, in the hope that it will heal without being 
iompimied by violent constitutional disturbimce, and to 
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retain the fi-agmctita of tlie pntella in as dose apposition 

the condition of the parts will permit. The limb must ht 
placed upon a Eplint in the same position os directed for 
simple fracture, the hody being well supported in the flesed 
position on the pelvia, by pillows arranged behind the back. 
The lipa of the wound, after all foreign matter has been 
removed from the opened joint, should be drawn together by 
strips of. adhesive plaster, which stripa may be so applied as 
to draw down the upper fragment of the patella, and to retain 
it in apposition with the lower: then a piece of lint should 
be dipped in the blood which flows from the p"rt, or in Bome 
adhesive and glutinous fluid, and laid upon the wound, where 
it should be retained by a light bandage; all pressure being 
avoided npon the joint itself, the muscles of the thigh mij 
be moderately compressed by a roller, the same which con- 
fines the splint upon the limb. Thus arranged, the dressing 
should not be disturbed so long as no unpleasant symptom 
arises; such as severe inflammation, free suppnrnlion, &c. 
In a case recorded by Sir A. Cooper (op. cit., p. 210, ill), 
ihe first applications were not reinovcd until a monlli after 
the accident, when the wound was found nearly healed ; the 
patient in this case recovered with a perfectly useful limb. 

The author treated in this manner, at the hospital, a case 
of compound fracture of the patella, produced by a kick from 
a horSe, in which & similarly happy cure followed. If, how- 
ever, violent inflammation follows the injury, with profuse 
discharge and much constitutional suffering, the primary 
dressing must he at once removed, and antiphlogistic rerae- 
diea resorted to, — as local and general depletion, poultices, 
or water-dressings, &c., &c. Passive motion should be csn- 
tiously instituted as soon as circumstances will admit of it, 
The introduction of sutures should be avoided as much as 
possible ; if employed, care should be exercised not to include 
the ligament in the suture. (Sir A. Conpcr, op, cit., (laae I'il, 
p. 210.) 
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i OF THE LEO, 



, the two bonea of tlie leg may 
r each may be fractured sepa 



Like those of the fore-; 
be broken at the Bamc time, 
rately. 

1. When both the tibia and fibula are broken, the maximum 
degree of diaplacement ia produced, partly by the violence 
oaiising the fracture, and partly by the action of the powerfd 
[puscles situated about the leg. The line of fracture ia gene- 
Jly obhque, in almost any direction, and this direction influ- 
jjcea the course of displacement which the lower fragment 
SsumcB. When the aolution of continuity of the fibrea of the 
in a transverse direction, there ia often no shortening 
of the leg, but merely a lateral derangement ; when, however. 
the fracture ia oblique, there is both lateral deformity and 
l^^iortening ; in the former injury, the fragments are easily 
^^nttainGd in apposition, after reduction, by rest alone ; in the 
^^H^tter, a continued confining apparatus is necessary to coun- 
^^^raot the disposition on the part of the muscles to contract 
T^^ond to draw upwards the inferior portion of the bonea. Gene- 
rally, a moderate degree of mechanical force, with the limb 
in the straight position, suffices Jor the successful treatment 
of simple fractures of the leg ; inere are instances, however, 
in which, from the powerful action of the muscles and the 
direction of the line of fracture, such deformity ia produced 
that it becomes desirable to take advantage of the effect of 
position to aid the treatment, as !n fractures of tbo thigh. 

The simplest plan of treatment by mechanical means, con- 
eiata in the employment of the "junks ;" — these are generally 
made of pieces of wood, or of bags of straw, or chaff, rolled 
firmly in a splint cloth, and long enough to extend from the 
lower third of the thigh to below the ankle, on each side of 
the limb.' In the application of this apparatus, the junks 
thus rolled are glided underneath the leg upon a pillow, which 
BupporCs the whole leg and the heel ; the fracture ia reduced, 
and the mechanical supporta brought in contact on each aide 
■with the knee and the ankle, all the intermediate parts of tin 
Lleg being likfwi.se apposed to the lateral supports, either 
' 17* 
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directly, or tlirouj^h the intervention of compresses of cotll 
or tow ; the whole is secured thus by strips of mualin pan 
around the junks. 

This apparatus leaves the anterior face of tbe leg e 
to the examination of the surgeon and to the action of I 
applications, while at the same time it exerts as"" 
powerful lateral compression upon tho leg, to retain in aJ 
sition the fragments of the bones, in all cases of trnna^ 
fracture, and in many, or most, of tho ohlique. It does f 
hewever, offer so great a degree of security against suda 
or accidental, movements of the limb, as another appan 
which is almost as simple as itsolf, — the fracture-box, of l' 
mention will be made directly. 

Many different kinds of splints have been oontrivej 
various times, and by different surgeons, for the treats 
of these injuries. The best have all sought to give BupjH 
to tbe inferior surface of tbe leg and tbe foot, and alsn 
exert more or less lateral compression. Thus tho splinltf 
Mr. Neville, highly recommended by Mr. Lonsdale and otH 
consist of a light iron piece padded, for tbe inferior faof 
the leg, extending from tbe lower part of tbe thi{_ 
foot, at which point it curves upwards, to form a supporj ^^ 
the sole of tbe latter, — and of two lateral splints, of the stm? 
length as the other, and also padded, and secured to the sides 
of the foot-piece by a mortioo-^nd-pinion joint ; circular Btripa 
of muslin complete the apparatus. 

The fracture-box, however, combines all tbe advantages of 
these with many others whiob these do not possess, as greater 
simplicity of construction, and in consisting of but a single 
piece, as it were, by which greater solidity is gained. It is 
composed of a horizontal plane of board extending from n 
little above the knee to the sole of the foot, where a piece, 
rather longer tban the foot, and of the same width as the 
other plane, is firmly secured to it at right angles: side- 
pieces, also made of wood, six or seven inches wide, and of 
I'le same length as tbe bottom-piece, are connected with the 
Jitter by hinges. (Fig. 82.) To apply this apparatus to the 
treatment of fractures of the leg, open the sides of the box, 
and place a pillow upon it, soft enough to adapt itself well to 
the inequalities of the leg ; then, having rciluccd tbe fracture, 
secure the foot to tbe foot-board by a strip of liandage, and 
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^G tliG sides of the bnx, ir 

mdition of llie limb 
f the degree of pro^suro 
_[iii8ite to retain the 
igments of the hrniea in 
}sition ; the Bides are 
i secured by strips of 
lelin. Ifthepillowalone 
mfficient to exert the 
[liisite pressure, com 
" Bea should be used in 
tdition, and theao should be so plnccd ns that the pressure 
(ay bear upon those particular points where they are moBt 
Thus the proper shape of 
I limb may be easily preserved, '"■ ' 

ijang made more or less curved by 
) action of the pillow and coni- 
In this manner, some of 
; marked deformities may 
e oliviated. Thus, for example, in 
lating the fracture of which the 
lexed drawing from Ferguaaon's 
iraotical Surgery (Am. ed., p. 304) 
illustrates the appearance, the leg 
abould be placed in the fructure- 
box, as above directed, and a 
press be applied upon the tibial side 
of the limb, just above the promi- 
nence of bone, while another is laid 
cm the fibular side, a little below the seat of fracture ; the 
compression exercised upon these points, when the sides of 
the box are closed, will suffice to restore the leg to its proper 
shape, and to retain the fragments in complete apposition. 
(Fig. 83.) 

The shape of the sound leg should be compared daily with ' 
that of the broken one, and any deviation from the proper 
line in the latter should he rectified in the manner pointed 
out. The foot should be kept upright against the foot-board, 
the heel supported by the pillow, and an additional pad, if 
necessary. If there be any signs of excoriation or sloughing 
I on the heel, or malleoli, pressure should be immediately 
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removed from these pointa, and brought to bear upon othaf 
and the surface protected by simple cerate, or stttnulatedi 
frictions with spirits of camphor, soap liniment, &c., tc. C 
is requisite lest the foot fall below its pi'oper line, as o 
pared with that of the sound leg ; to obviate this liabilitjr^ 
displacement of the loner fragment, a pad of cotton ehoi 
be placed nnder the heel. 

The ndvantages of the fracture-box are evident : i 
fectly secure; very simple in its coDStructioD ; fully capfti 
of retaining in place the fragments of the bones, in the ? 
majority of fractures of the leg, and it leaves the lirab alwi 
open to inspection, and for the application of local reined^ 
In very many cases of this fracture, it is necessary or adv] 
hie to employ sedative lotions ; one of the best of these is i 
solution of the acetate of lead ; an objection to this, howe*it 
is that in many persons it irritates the skin too much, and 3 
all it is apt to leave a deposition of tbe salt upon the surfsM 
which is sometimes the source of irritation. When any litra? 
application is made, or any other dressing which may soil t 
pillow, a piece of soft oil-cloth should be spread upon \ 
latter, before the leg is placed in tbe box. 

The fracture-box may be rendered more perfect by platslfl 
brackets in each side, through which pieces of iron-wire shalT 
be passed, arching over the box to protect the limb from tbe 
pressure of the bed-clothea. 

Very often, indeed, in fractures of tbe leg, the skin will 
be found, in the course of a day or two after the accident, 
covered with small vesicles, particularly near the seat of the 
injury. This appearance, in persons of ordinarily good con- 
stitutions, is a matter of no importance, being indicative merely 
of a certain degree of irritation of the akin, which soon sub- 
sides under tbe application of cold water, and often it disap- 
pears if no local means are used; but the same appearance in 
persons of bad constitution, especially in habitual drunkards, 
is frequently the precursor of erysipelas or mortification, and 
abould he carefully watched. 

The most troublesome simple fracture of the log is that in 
which the tibia has been broken obliquely, tbe line of frac- 
ture extending downwards and forwards. Here the powerful 
muscles of the posterior surface of the leg draw tbe inferior 
fragment upinirds, leaving the sharp extremity of the upper 
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part of the bone projecting against the skin, and threatening 
to produce ulceration of the integuments at tliis point. Where 
this action of the muscles is but slight, the fracture-box may 
be employed, care being had that the inferior fragment, at 
the seat of the injury, is well supported by a compress placed 
beneath it. In other instances it will be necessary to adopt 
8ome plan of treatment which shall oppose the muscular con- 
traction by direct extension and counter-extension, or which 
shall produce the same eflfect by simply relaxing the muscles 
in question. If the first mode be resorted to, the splints 
advised by Dr. Hutchinson, of this city, may be employed. 
They are two in number, extending from the knee to some 
inches beyond the foot; the upper end of tach splint has 
perforations made in it, for the attachment of the counter- 
extending bands, and at the lower extremity of each is a 
mortise, through which a bar is passed. The leg is laid upon 
a pillow, upon which a bandage of Scultetus is arranged ; 
tapes are secured upon each side of the leg, just below the 
knee, by means of a roller, and a gaiter, or a cravat, is fast- 
ened to the foot and ankle ; then the fracture having been re- 
duced, the leg is supported by an assistant, and the bandage 
of Scultetus folded upon it ; the splints are now placed by the 
sides of the leg, pads intervening, the counter-extending bands 
are fastened to the upper ends of the splints, and the extend- 
ing to the transverse bar passed through the mortises at the 
lower extremities, and the whole apparatus thus secured by 
strips of muslin tied around it. The long thigh splints of 
Desault may also be used for the same fracture, instead of the 
shorter splints of Hutchinson. 

Mr. Fergusson describes an apparatus contrived by himself 
and Mr. Weiss, which is intended to obviate the above men- 
tioned deformities resulting from muscular contraction. It 
consists of a straight bar of iron, extending from the knee 
beyond the sole of the foot, to which a foot-piece is attached 
in such a way as to be movable upwards towards the knee, 
and also laterally, so as to enable the surgeon to counteract 
any tendency to inversion or e version of the foot ; screws are 
so adjusted as to secure the different parts of the apparatus 
in any desired position. The lower extremity of the splint 
rests upon an upright arm, which reposes steadily upon the 
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bprl {fig. 84). For a more detailed exposition of this appara- 
tna, the reader is referred to Mr. Fergusson's book, p. 303. 




Wliichovcr of tlie apparntupes described slia!! be employed 
the surgeon may, if he so ehoose, snapend the part, — a prac- 
tice supposed bj many to he attended with advantagea. At 
any rate, it serves very well to vary the position, and may 
thuB add to the comfort of the patient. To accomplish the 
suspension, two or more Etrong iron bars may be made to 
arch over the limb, and the apparatus may bo suspended 
from tbem. Or the more elegant arrangement of Mr. Salter, 
recommended and described by Mr. Fergusson, (p. 3 0.5. ) may 
bo used. It is " in most respects like a common metal cradle, 
bnt at the top will be seen a strong and smooth bar of iron, 
on which a couple of pulleys play, these glide readily along 
the bar, and there is a hook attached to them below, to which, 
by means of a chain, a case for holding the leg is attached. 
When the leg is placed in this case, it will, in slight move- 
ments of the body, swing from the hook by tneans of iLe 
chain ; and in larger movements — as in using the bed-pan, or 
taking a new position in bed — the pulleys will roll to and fro, 
so that there is no probability of the fragments gliding upon 
each other, or the seat of fracture being in any way disturbed. 
The case below is so constructed that various parts of it cati 
be unhooked, so as to permit of dressings being applied in 
instances of compound fracture." (Fig. 85.) 

If the treatment by position is decided upon, the ordinnry 
double inclined plane may be used, as advised in fractures 
of the thigh, a foot-board being attached to the lower plane. 
Eo that the foot mnybu well supported in llie proper position. 
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■ the fraccurc-box just described ni:iy be pliiced upon a 
inc-lined plane, and the leg properly arranged iu it. 




"he last will probably be found to be tiio best plan, us the 
Teg cjui thus be more securely disposed of, than wben the 
plane alone is used; in the latter cane, lateral splints should 
be employed to steady the leg. and to make the necessiiry 
compression upon the Bid|s. By thus flexing the knee, the 
iDUScles which draw up the lower friigment of the tibia are 
rendered almost inoperative, and the apposition of the two 
portions of bone is secured very readily ; a bandage of Scul- 
letus may be advantageously employed for a few days, around 
the seat of fracture, but it should be removed daily, and the 
condition of the leg be inspected. 

Mr. Liston has devised a double inclined plane for tlio 
treatment of fractures of the leg, which he thinks superior to 
any other; it is also well recommended by Fergusson and 
many other English surgeons. ''''It consists of a thigh and 
leg-piece of sheet-iron, and a foot-board of wood ; the former 
are joined to each other by a couple of hooks and a screw, 
which is so placed that the two plates can be set to any angle 



^. At which it may be desirable to bend the knt 



Ijoard is so affiled that it may be slid upwards or down 
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to suit tLe length of tlio liiab, and fastened by a e 
in any position that may be advisable. At the low 
the machine there is a crosa-plate of iron, which is so attacheJ 
that, in the event of the foot being raised or depres.'^ed, it 
will always rest flatwise on the inattrass, or on a board 
placed at the foot of the bed for the purpose of BUpporliiig 
it." (Fig. 8fi.) The limb is to be laid upon the splint, 
which has been well padded ; cotton or tow should be used to 
adapt the surfaces to each other, and to aid in making press- 
ure upon particular points, and a roller is then to be pasaud 
around the limb and the splint. The angle of the apparatus 
may bo varied ua may be judged proper. 




■ 2. If the tibia alone is broken, the diaplacemenl cannoto 
very great ; the accident may be treated by any of the methods 
above spoken of, or a splint of pasteboard, previously monlded 
to the leg, may be applied upon t})o inner or inferior surface, 
and confined by a roller, or by the starched bandage, and the 
limb kept at rest upon a pillow. But even in simple fracture 
of the tibia, it is safer to make use of the fracture-box, at loaet 
during the first week or ten days : the same precautions and 
attentions should be used during the treatment, as in the coses 
above considered, though they are less necessary. 

3. In fracture of the fibula only, when the injury baa oc- 
curred above the lower three inches of the bone, nothing more 
than a simple lateral or angular displacement ensues, and the 
treatment demanded is the same as has bee|| just advised for 
simple fracture of the tibia. But when the fracture has oc- 
curred at the lower two or three inches of the bone, oonsti- 
tuting what is called "Pott's fracture," a great lateral dia- 
placeinent is produced, rendered more remarkable by rupture 
of the internal lateral ligament of the ankle, which in the ma- 
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'a is caused airaultaneouely 
The annexed drawing, taken from 
Lonsdale's book, p. 522, exhibits the point 
at which the bone is usually broken, the rup- 
ture of the internal ligament, and the peculiar 
deformity ; (fig. 87,) and it shows the applica- 
bility of the mode of treatment recommended 
by Dnpuytren. This method conaista in the 
application to the tibial side of the leg of a 
splint and cushion of peculiar conformation. 
" The cushion, made of cloth and filled two- 
thirds with chuff, should be two feet and a half 
long, four or five inohea wide, and three or four 
inches thick. The splint, from eighteen to 
twenty inches long, two and a half inches wide, 
and three or four lines thick, should be m^de 
of firm and slightly flexible wood. Lastly, the 
two bandages nsed should be each four or five 
vards in length, and two and a half inches wide. 
The cushion, folded upon itself in the form of a 
wedge, ia applied to the inner side of tbe fractured limb, upon 
the tibia, its base directed downwards, being laid upon the in- 
'^'irnal malleolus, and not passing below it, its apex reposing 
>n tbe interna] condyle of the femur. The splint laid upon 
( cushion should extend beyond it, from four to six inches, 
md beyond the inner edge of the foot three or four inches." 
One of the rollers is used to confine the upper part of the 
splint and cushion upon the leg, while the other draws the foot 
towards the inferior end of the splint, " being directed aucces- 
Bively from the latter over the upper surface of the foot, upon 
its outer side, under the sole of tbe foot, upon the sphnt ; then 
from this upon tbe instep and under the heel, to return again 
to the splint, and to be continued in the same manner until all 
tbe bandage is used. The foot is brought into such a state of 
adduction, that its external margin becomes inferior, the sole 
of the foot being directed inwards, and its internal edge up- 
vrarda." (Dupuytren, Lemons Oralcs, tom. i, p. 226.) The 
annexed figure illustrates tbe application of this splint. 
(Fig. 88.) 

Most cases of this fracture may be treated with cumplete 
success by tbe fracture-box. A reference to fig. 87 will show 
IS 
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the poiata upon wbich compresses should be placed, to rectify 
Fin SS *^^ deformity; viz. one upon tlie external mal- 

leolus, and the other upon the side of the tibia, 
just above the extremity of the bone; then, 
when the sides of the box are brought np 
against the foot-hoard, the foot will be forced 
into its proper position, and thus retained. The 
advantages of Dupnytren's splint are, that the 
patient need not he confined to bed for any 
length of time, but may v»]k with his broken 
leg supported in a sling depending from the 
neck, or he may be allowed to travel, if his cir- 
cumstances require it, provided care be taken 
to support the member. 

The apparatus, whichever it be that is used 
in the treatment of fractures of the leg, may be 
suspended from the ceiling, or from the top of 
the bed, according to the plan recommended 
by Sauter and Mayor ; this method has been 
already sufficiently explained, te enable the surgeon to adapt 
it to the fractures in question. It is difficult, horfever, to eoe the 
particular advantages which would result from such a, modi- 
ficHtioti of the stationary apparatus. 

When fractures of the leg occur in persons who are at the 
s.arae time affected with mania-a-potu, perhaps the most secure 
bandage will he the starch bandage with splints of pasteboard. 
4. Compound fractures of the leg must he treated after the 
general principles recommended in similar injuries of the arm 
and thigh. The bran-dressing, first resorted to by Dr. J. R. 
Barton, of this city, and to which allusion has been before 
made in these pages, is particularly well adapted to the treat- 
ment of compound fractures of the leg. In such cases, tbfi 
bran is used as a substitute for the pillow employed in simple 
fractores. The fracture-box has a sufficient quantity of the 
bran laid upon the bottom of it, to afford a soft resting-place 
for the leg ; the leg is placed upon it, the form of the limb ad- 
justed as well as possible, the foot is properly attached to the 
foot-board ; then the sides of the box are closed, and the box 
itself filled with bran. The requisite degree of lateral pres- 
sure can generally be gained by packing the bran pretty firmly 
opposite particular parts of the leg ; and in addition, a feff 
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rips of adhesive plaster may be drawn around tbe limb nt 
jie point of fracture, witbout closing the wound entirely, or 
materially interfering with the ready exit of the pus. Thus 
the leg is imbedded in the midat of a substaoce nbich absorbs 
at once the discharged matters; which diminishes the unplea- 
sant fcetor, by secluding the pus from the action of the air ; 
which is itseljf clean, light, and coffl, and which is easily re- 
newed. It will be found, moreover, to be the most effectual 
mode of preventing the deposition of the ova of flies and other 
insects which, in our warm summers, become developed in the 
wound and are the source of great inconvenience and annoy- 
pSAce. 

|. The disposition to tlie formation of abacessea at points 
'emote from the wound is often met with in compound fra.c- ■ 
$res of the leg. When formed, they sliould be opened «.a 
s possible, and the matter confined between the point 
of incision and the original wound by a few strips of the 
bandage of Scultetus laid above the scat of abscess, or below 
it, aa the case may be. 

Very generally in these injuries, the wound is on the ante- 
rior face of the leg ; but it sometimes happens that the in- 
teguments are ruptured on the posterior face, or on one side ; 
in the latter cases the fracture-box may still be employed, 
care being had that too great pressure is not exercised upon 
the wound itself. Cut when the solution of continuity exists 
on the posterior part of the leg, some apparatus must be re- 
sorted to which will allow the limb to repose upon its side. 
For this purpose, a wooden splint may be used, grooved to 
receive the leg, and terminating below in a foot-piece. The 
patient should repose upon his side, the thigh and leg flexed 
and resting upon pillows. The broken leg should be placed 
in the splint, (on the side opposite to the wound, so aa to 
leave the latter exposed,) and confined to the splint at the 
knee and at the foot, by means of rolicra. Little force will 
be required, generally, to retain the fragments in apposition, 
the flexed position in which the whole limb is placed itself 
relaxing the muscles : but compression may be resorted to, if 
necessary, by strips of adhesive plaster, or of the bandage 
of ScuUetus, laid above and below the wound, while this ia 
^_ covered with a poultice, or some other suitable dressing; the 
^Lpillows should be protected by a piece of oil-cloth, upon 
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SECTION IV. 

FOR FRACTURES OP THE BONEB OF THE FOOT, 

Very little displacement accompanies simple fractures of 
the bones of the foot, as a general rule, and therefore the 
treatment is very simple. The foot should be kept at rest, 
with a splint of wood, or of pasteboard, bound lo its sole, 
and a, broad compress applied on the superior surface. Or 
an equally good plan consists in placing the leg in a fracture- 
box, with the sole of the foot confined to the foot-board, by 
a broad band, which leaves the dorsum of the foot sufBciently 
exposed to the action of local antiphlogistic applications. 

When the posterior extremity of the os calcis is broken, 
there need not be much displacement, if, as is generally the 
case, the strong plantar ligaments connected with this part 
of the bone remain unruptured. Under other circumstances, 
however, the fragment is more or less drawn from its natural 
position, by the contraction of the gastrocnemius and soleus 
muscles, and the treatment employed roust be adapted to 
counteract their inSuence. For this purpose the apparatus 
recommended by Mr. Lonsdale is very simple and effectual. 
It consists of a foot-piece of wood, to the extremity of which 
the end of a slipper is attached, for the reception of the toes. 
The foot-board should be rather shorter than the sole, so as 
to extend from the toes not quite to the heel ; to its under 
surface a ring is attached. A pad, or compress, is placed 
upon the extremity of the os calcis, (the fragment having 
been restored to its proper position), and confined thus by a 
few turns of a roller ; then a strap of leather, or a hand of 
webbing, is passed through the ring of the foot-board, 
upwards over the heel and the pad, over the calf of the leg 
to the lower third of the thigh, where it is reflected upon 
itself, — the knee being fiexed, and the foot extended, — and 
confined to the surface by turns of a roller, (fig. 89.) 

This same apparatus will answer for the treatment of rup- 
ture of the tondo Achillis, with the addition of a roller 




applied carefully from the toes to the knee. The same elfoct 
may be gained bj a method even more eimple than this, as 
fallows : Encircle the lower part of the thigh with a strap, or 
a roller tightly applied, and connect this, by means of a 
atrip of muslin, to the heel of a slipper placed upon the foot, 
— the leg being flexed upon the thigh ; envelope the foot and 
leg ia a roller. The annexed drawing, from Druitt, exhibits 
this plan of treatment, (flg. 90.) 

In compound fractures of the bones, the foot should be 
, kept in the same position as in case of simple fracture, with 
a poultice, or other proper dressing applied over the part. 



ON THE MECHANICAL MEANS EMPLOYED IN THE TREJ 

MENT OF DISLOCATIONS. 

A DTBLOCATION, or luxation, ia defined by Sir Astler 
Cooper to be, "a displacement of the articulating portion of 
a bone from the surface on which it was natwrnlly received." 
This faulty position is maintained, and the reduction of the 
dislocation opposed, by a combination of causes ; sometimes, 
and partially, by the conformation of the bony surface on 
which the displaced member rests, as the prominent margin 
of the acetabulum, in dislocations of the hip; — occasionally, 
to a certain eztent, by the situation and condition of the liga- 
ments about the joint; — but chiefly and in every cane, by llie 
powerful clonic and tonic action of the muscles. These ob- 
stacles cannot be overcome without resort, on the part of the 
surgeon, to physical force. 

It does not fall within the province of this Yolume to dis- 
cuss the pathology of this class of accidents; its limits and 
its legitimate intention permit only a description of the me- 
chanical means employed in their treatment. The subject 
natnrally divides itself into two branches : 1st, the means of 
reducing the dislocation, or of restoring the displaced bone to 
its natural situation ; 2d, the mode of retaining the bone in 
place, until the necessary reparation of the injury done to 
the tissues shall have become perfected. 

Lnxations are replaced by means of muscular force acting 
directly upon the two bones involved, or indirectly throttgh 
the intervention of some mechanical apparatus, the object of 
which is to increase the power of the muscles, and to render) 
it more uniform and more equable in its operation. The foreei 
thus excited must act in two opposite directions: one, — thej 
extending, — upon the movable part, that which baa been dis- 
placed ; while the counter-extension ia exercised on the oppo- 
site part, serving merely to fix and steady it. The points 

(210, 
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upon which these forces operate vary in different dislocations : 
generally, the muscles which directly surround the joint, and 
which, if they are excited to contraction by any cause, 
may interfere with the execution of the object in view, should 
not be compressed by the extending and counter-extending 
powers, unless from motives of convenience and expediency. 

To assist the action of the mechanical means, in all in- 
stances where the resistance of the muscles is great, or where 
much pain is likely to be experienced for any length of time, 
it is important to depress the irritability and power of the 
muscles, and the nervous sensibility, by anaesthetics, or some 
other agent. 

When the dislocation has been reduced, there is, generally, 
but little disposition to re-displacement : it is necessary merely 
to keep the muscles surrounding the joint, and the joint itself, 
in a state of repose, for a certain time. This object is secured 
by the application of retentive bandages and splints. 

The special dislocations will be briefly considered, with 
particular reference to the mode in which the various me- 
chanical means alluded to are applied. 




DISLOCATIONS OF THE BONES OP THE liEAD AKD TRIiSK. 

SECTION I. 

DISLOCATIOS OF THE LOWER JAW. 



Reduction, — In thia accident the articnlar surface of one, 
or of both, of the condyloid proceBaes of the inferior maxilla 
rests upon the base of the zygomatic procesa, being thrown 
forwards out of the 
glenoid cavity, na ia 
represented id the an- 
nexed wood cnt, (fig. 
910 To remedy the 
deformity, the snrgeon 
places his thumbs, well 
wrapped around with 
muslin, to protect them 
from injury, between 
the posterior molar 
teeth on each side of 
the jaw, (»rasping the 
hase of the bone on 
each side with his fin- 
gers; then, the patient's head being well supported against 
the back of a chair, or by the hands of an assistant, the sur- 
geon presses his thumbs strongly downwards upon the molar 
teeth, while with his fingers he forces the chin upwards ; thus 
the condyloid processes are removed from their false position, 
and by the contraction of the muscles connected with the 
posterior part of the bone, are drawn into the glenoid 
cavities. 

The sncceeding treatment consists in the application of a 
simjile retentive bandage, as that of Barton, or iif Gibson, 
(212) 
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I Fractures of Lower Jaw,) and in nourishing the patient 

r the following two or three weeks with liquid food. 



SECTION II. 

DISLOCATIONS OF THK BONES OP THE TRUNK. 



If the vcrtebrre, the ribs, or the bonea of the pelvis chance 
o be separated from their articular connexions, the accident 
'^a generally accompanied by other serious, if not fatal, in- 
juries to the organs contained in the thoracic, abdominal and 
pelvic cavities. The surgeon can do little or nothing towards 
replacing the dislocated bones. Perfect rest should be en- 
joined, wiih the use of such local and general antiphlogistic 
remedies as may he requisite. The simple body-bandage for 
the chest, or pelvis, will effect all that can be expected of 

I any mechanical contrivance ; or the banclages shown in figures 
S9, 31 and 76 may be employed, according to the region 
mjured. 
f 8ECTI0K in. 

DISLOCATIONS OF THE CLAVICLE. 
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Either articular extremity of the clavicle may be luxated : 
the modes of effecting reduction are very similar in all vaiie- 
iho acciilent. The patient being seated, the surgeon 
:es a position behind him, grasping each shoulder, and 
. nng one knee placed against the spine between the shoul- 
''de.'S, so as to steady the patient, while he draws the shoulders 
bickwai'ds, and thus operates upon the clavicle. The natu- 
ral distance between the shoulders having been regained, 
pressure must be made upon the extremity of the reduced 
bjue w'th the hand, until a suitable bandage can be applied. 

Aftbk-TREATMENT. — The retentive means employed lo 
maintain the reduction should accomplish two indication' ; 
viz., to prevent the shoulder from falling downwards, (oi- 
rards, and inwards, and to exert a certain degree of pressu" \ 



d14 DISLOCATIONS OP THE CLAVICLE. 

upon the dislocated extremity of the clavicle. If the humeral 
end of the bone has been luxated, both of these mdications 
will be fulfilled by the appli- 
F'O'Sa. cation of the figure-8 ban- 

dage of both shoulders, a pad 
being placed in the axilla of 
the affected aide and a com- 
press upon the end of the bone 
(fig. 92), while the fore-arra 
is supported in a sling upnn 
the front of the cheat. If 
the accident has occurred to 
the eternal extremity of the 
clavicle, the same bandnge 
should be employed, with the 
addition of a compress upon 
the injured articulation, to 
bo retained in this situation 
by means of a few turns of t 
roller made to encircle ob- 
liquely the upper part of the cheat, p.-issing across the root 
of the neck of the injured side, over the sternal extremity of 
the clavicle, under the axilla of the sound side, and so around 
the back to the starting-point. Dr. W. Poyntell Johnston, 
some years ago lecturer on Surgery in this city, was in the 
habit of recommending the use of the common hernia-truss in 
the treatment of this accident, the pad being made to press 
upon that extremity of the clavicle which had been dislocated; 
the truss can he easily secured in position by a few turns of 
a roller, or by a handkerchief. 




CHAPTER II. 



CATIONS OF THE BONES OF Til 
EXTREMITY. 



DISLOCATIONS OF THE HUMERUS. 

The head of the humems is liable to three principal varie- 
ties of displacement, viz., Ist, in the direction dowDwards into 
the axilla ; 2d, forwards, under the pectoralis major muscle ; 
3d, on the dorsiiiD of the acapuls. 

In all of these, the principle of reduction is the aame. vary- 
ing only in the line in which the reducing force ia made to 
operate. There are, however, several methods by which the 
restoration may be accomplished. 

1. By the heel in the axilla. The patient should assume 
the recuoibent position on a bed, or on the floor ; the surgeon 
sits by his Bide, and places one heel in the axilla, in contact 
with the head of the humerus, thus fixing the body ; the 
extending force is applied either to the arm above the elbow, 
or to the wrist. By the former plan, the snrgeon flexes the 
patient's fore-arm ao as to relax the biceps muscle, and secures 
a double roller-towel upon the arm above the elbow, by means 
of a wetted bandage ; he then passes the towel over his own 

►neck, and under the axilla of the side next the patient. 
((Fig. 93.) It may be objected to this method, that the 
triceps and biceps muscles may be stimulated to contraction 
by the pressure exercised upon them, and thus oppose the 
reduction. By the other mode, the surgeon grasps the pa- 
tient's wrist either with the hand, or through the medium of 
a bandage, or of a double towel arranged in the manner above 
described. The last method is probably the best, as it does 
L BOt directly affect the muscles which pass from the scapula to 
jtiie lower p.irt of the humerus and the fore-arm. By employ 
King the double towel, in either mode of operating, the surgeon 
TjBiay avail himself of the power of the muscles of the ban' 



I 
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as well as of those of the arms. The extension should be 
made gradually and Kteadily in the direction assumed by the 




humerus, and the head of the bone may be acted upon by the 
heel of the aurgeon also, so as to be dislodged from its positioti 
in the axilbi. 

2. By relaxing the supra-apinatus muscle and the deltoid, 
which, according to Sir A. Cooper (op. cit. pp. 321, 2), are 




the chief opponents of the reduction. The patient lies down, 
as iu the first method : the Burgeon sits behind him, and 
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[tends the dislocated arm with one hand, while with the 
other he fixea the scapula. (Fig. 94.) If this simple manual 
force is not sufficient, the scapula may be secured by means 
of a double towel passed around it, oroseing the axilla, and 
confined to the bedstead, or to the floor, on the opposite side 
of the patient; while pulleys are employed to make the ne- 
cessary e.xtension, as will be explaioed directly; or, again, 
extension may be effected by means of the double towel 
passed around the surgeon's back and shoulder, as already 
described. 

3. By the pulleys. It is necessary, in the employment of 
the pulleys, to fix the scapula by some mechanical means. 
This may be best accomplished by a broad piece of canvass, 
or leather, in which a hole is made large enough to adroit the 
shoulder; this band should pass in front of and behind the 
chest, and be secured to a hook in the wall, or the floor, if the 
patient is in the recumbent position. The annexed drawings 
from Fergusaon, illustrate the kind of pulleys which arc used, 




snd the ring to which one of their hooks is attached during 
I the extension. (Fig. 95.) The other book should be fas- 
tened to a towel, which has been secured upon the arm above 
the elbow, by means of a wetted roller. The cord of the 
'pulleys should be drawn, by an assistant, slowly and steadily, 
and be relaxed as soon aa the surgeon, who has his hands 
, ,Upon the head of the bone and the shoulder, feels that the 
kformer baa been drawn out from beneath the glenoid cavity. 
19 
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It maybe of service sometinics, that the surgeon should p1a|^ 
his knee beneath the humerus near to its head, in order to 
gain a fulcrum upon which, by depressing the elbow, the 
head of the bone may be elevated towards the glenoid cavity. 
(Fig. 96.) 




The use of the pulleys is necessary in cases where, f 
long-Btanding dislocations, or from the great muscular poTi 
of the individual, a very considerable, and a very steady a 
long- sustained force is required to reduce the head of 1. 
bone. In such instances, resort should he had to general i 
pressing means, as bleeding, the administration of naueeat^ 
doses of tartar emetic, &c. 

Any of the varieties of dislocation of the humerus maybe re- 
duced by these means, but the direction in which the extending 
force should act, must be modified with each luxation. la- 
the dislocation downwards, the arm should be drawn down- 
wards and a little outwards from the side, to correspond with 
the direction of the axis of the humerus. In the luxation 
forwards, the arm points outwards and backwards, and the 
reducing force should operate in the same direction. When 
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tlie head of the bone is thrown upon the doranm of the scapula, 
the extension must bo made forwards and outwards. 

A complicated and expensive, though ingenious apparatus, 
knowo in thia country and in Europe as "Jarvig'g Adjuitor," 
was invented some yeara ago by Dr. G. 0. Jarvis, of Connec- 
ticat. It consists of several pieces of iron, shaped to corre- 
spond with the form of the different parts of the upper and 
lower extremities ; these are to be secured upon the dislocated 
member by means of straps and buckles. The extending 
power, which accomplishes the reduction, ia applied by means 
of a rack -aod-pinion- wheel. It is npplicable both to disloca- 
tions and to fractures. Those who are desirous of seeing 
representations of the apparatus, and the manner in which it 
is to be employed, wc would refer to a series of lectures upon 
the subject hy its inventor, published in the London Lancet, 
for 184G, Vol. L 

The apparatus is a very powerful one, unquestionably, and, 
we dare say, can be made to aocompllsh what its maker 
promises. But we believe, that with the ordinary pulleya, 
aided by anEesthetic influence, the aurgeon can exert as much 
force as is necessary or safe, and can direct it perhaps better 
than hy the '■'■ Adjugtor." Moreover, (and thia we think a 
very important consideration !) the surgeon knows how much 
force he employs, if ho uses the pulleys ; whereaa, if he 
brings the apparatus in question to hear upon a dislocation or 
fracture, he cannot judge of this so accurately, and he is 
consequently much more likely to do mischief in his efforts 
to benefit his patient. These considerations, together with 
the costliness and complicated character of the machine, and 
the fact that we can succeed very well with the means which 
have been ao long in use, render it hardly worth while to 
burthen ourselves with '■'■Jarvig'g Adjugtor." 

Ajtbr-treatmrnt. — The fore-arm should be supported in 
a sling, in the semi-flexed position, on the chest, a pad should 
be secured in the axilla, and the arm bound, with a moderate 
degree of pressure, to the side. Local antiphlogiatic applica- 
"' ma, as lead-water, cold poulticea, or leeches, may be made 

required. The apparatus should be continued for ten days 

two weeks. 
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SECTION II. 



DISLOCATIONS AT THE ELBOW-JOI 



Of these there are six varieties: Ist, in which both bones 
are thrown backwarils, the olecranon process projecting very 
mnch posteriorly ; 2d, in which both bonea are drawn back- 
wards and inwards ; 3d, when both are thrown backwards and 
outwards; 4th, the ulna alone is forced backwards, the 
orbicular ligament of the radius being ruptured, but this bone 
itself remaining on the anterior face of the external condyle ; 
5th, the radius forced forwards into the depression above the 
external condyle, the ulna remaining in situ; 6th, the radius 
thrown baekwarda behind the external condyle of the humerns. 
In all the yarietiea the reduction ia generally easily effected. 
In the first four species, the restoration may be accomplished 
by placing the knee at the hend of the elbow, and flexing the 
fore-arm upon it, the lower part of the upper arm and the 
fore-arm being grasped by the hands of the surgeon. The 
dislocations of the radius may be remedied by fixing the 
humerus and making extension from the hand, while the bone 
is thrown forwards; if the luxation be backwards, the ssniB 
extension and counter-extenaion should be made, while at the 
same time the fore-arm should he flexed, thus forcing the 
biceps to draw the radius to its proper place. 

SoBSEQTJEKT TREATMENT. — The fore-arm should be placed 
in the semi-flexed position, and an angular splint should be 
bandaged upon the front of the whole limb, compresses being 
placed upon the head of the bones opposite the direction of 
the luxation. This confinement must be maintained for two 
or three weeks, passive motion being carefully instituted after 
the first few days. 
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SECTION III. 

DISLOCATIONS OF THE LOWER EXTREMITY OF THE FORE-ARM. 

t 

These accidents are usually caused by falls upon the hand 
Both the radius and ulna may be thrown either backwards or 
forwards upon the wrist, causing considerable projection in 
these situations, or one of the bones only of the fore-arm may 
be separated from its connexions and displaced anteriorly, pos- 
teriorly, or laterally. The reduction is easily accomplished 
by simply extending and counter-extending from the hand and 
the fore-arm, and making moSerate lateral pressure at the 
same time, if the displacement be at the side of the wrist. 

Subsequent treatment. — Place a straight splint on the 
front, and another on the back of the fore-arm and hand, with 
compresses on the anterior and posterior surfaces of the wrist, 
and secure the whole by a roller. The fore-arm should be 
supported in a sling. 



SECTION IV. 
DISLOCATIONS OF THE BONES OF THE HAND. 

Instances have been met with, in which some one or more 
of the carpal bones have been thrown from their natural posi- 
tions, so as to form projections upon the back of the hand, 
without a wound of the integuments. They may generally be 
replaced by pressure : the reduction should be maintained, by 
placing compresses upon the palmar and dorsal aspects of the 
wrist, and upon these straight splints, the whole to be enve- 
loped in the folds of a roller. The hand should be supported 
in a sling. 

The same treatment, conjoined with some degree of exten- 
sion in the reduction, is applicable to dislocations of the meta- 
carpal bones, should they occur without laceration of the in- 
teguments. 
19* 
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Disloeationa of the phalanges may ordinarily be reduced 
without much difficulty, if the accident is attended to soon 
after its occurrence. Sometimes restoration may be accom- 
plished hy eimply bending the displaced phalanx over the head 
of the bone from which it has been dislocated, as represent! ' 
'n the annexed drawing. (Fig. 97.) Frequently, however, 




I 



siderable extension and counter-extension are requisite. To 
effect this, a piece of cord should be wound around the phft- 
lanx, the sltin being protected hy a covering of wetted buck- 
skin; then, the hand being fixed, the surgeon should extend 
the finger, at first in the axis of the bone, and gradually flex 
it towards the palm, in order to relax the flexor muBcles, if 
the dislocation be posteriorly; or, if the phalanx has been 
thrown upon the palmar face of the other bone, it should be 
forced a little backwards, during the extension. (Fig 




The most convenient mode of securing the extending cord 
or tape, is by making what ia termed the "clove-hitch," as 
shown in the accompanying drawing, (fig. 99,) from ~ 
gusson. 
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' Dislocation of the phalanges of the thumb is most difficult of 
reduction. The following ia the 
method recommended by Sir A. 
Cooper, p. 446 : " The extension 
is to be made bj bending the 
thumb towards the palm of the 
hand, to relax the flexor muscles 
as much as possible, and the fol- 
lowing is the mode of applying 
the extending force : The band 
is to be first steeped in warm 
water for a considerable time, to 
relax the parta aa much as pos- 
sible ; then a piece of tbtn wetted 
leather is to be put around the 

phalanx, and as closely adapted to the thumb as possible : a 
piece of tape about two yards in length ia next to be applied 
upon the surface of the leather, in the knot called the " clove- 
bitch," for this becomes tighter aa the extension proceeds. 
An assistant places his middle and forefinger between the 
thumb and forefinger of the patient, and makes the eounter- 
extenaion, whilst the surgeon, assisted by others, draws the 
■^alanx from the metacarpal bone, directing it a little inward 
'varda the palm of the hand." {Fig. 100.) 





The quiescence of the joint after dislocation of the metacnr 
nl, or phalangeal bones, is to be maintained by splints and 
iompreases placed upon the dorsal and palmar aspects of the 
Ud. 



CHAPTER III. 

DISLOCATIONS OF THE HOSES OF TIIE LOWER GXTREMI^ 

SECTION I. 

DISLOCATIONS OP THE HIP-JOINT. 



Of these there are four chief varieties, named from the 
false position which the head of the os femoris assumes ; they 
are as follows: — let, upwards, or on the dorsum ilii ; 2i\, 
downwards, or into the foramen ovale; 3d, backwards and 
upwards, or iuto the tschiatic notch ; 4th, forwards and up- 
wards, or on the body of the pubis. 

These require, on the part of the surgeon, the employment 
of a greater degree of force in reduction than dislocations of 
any other hone, owing to the much greater power of the 
muscles concerned. In young children they may generally 
be restored by simple manual exteUBion and counter-extension, 
as the luxations of the humerus ; but in adults, the pulleys 
should always be employed, and it is almost always advisable 
to have recourse also to depressing agencies, as bleeding to 
the amount of from twelve to twenty ounces, or the hot-bath 
at 100°, or the administration of tartar emetic in doses of 
half a grain every ten minutes, until nausea is produced, or, 
still better, probably, by bringing the patient under the 
pntesthetic influence of ether or chloroform- 
As in other dislocations, the reducing forces should act 
gradually and steadily, and in the line of the axis of llie 
dislocated bone, and during their operation, the patient's 
mind should be interested, if possible, in some subject other 
than his accident. 

The treatment of the individual dislocations is as follows: — 

Ist. The dislocation upwards on the dorsum ilii. The 

patient is placed upon a tabic covered with a mattrass, or 
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, blanketB. The pelvis is fixed by menns of a sheet 
folded longitudinally, passed under ihe perineum and over the 
crista of the ilium, and secured to a staple so situated that 
the sheet may be in a line with the axis of the thigh. The 
extension is effected through the intervention of a wetted 
roller secured upon the lower part of the thigh, and having 
buckled around it a leathern hand with a short strap on each 
aide terminating in a ring; the two rings are to be attached 
to the book of the pulleys, and the latter secured to a staple 
in such a position that the extending and counter- extending 
forces may act, parallclly to each other, from opposite points, 
and to the axis of the bone. Instead of the leathern band, 
a double towel may be confined to the thigh by the clove-hitch. 
The knee of the dislocated limb should be bent nearly at 
right angle and pointed across the thigh a little above the 
knee of the other leg. After the muscles have been fatigued 
by the continued action of the pulleys, the surgeon should 
grasp the knee, and rotate the hip slightly and gently, or he 
may pass a towel around the upper pari, of the thigh, and 
raise thereby the head of the bone, when it will usually slip 
into the acetabulum, (fig. 101). 



KfM'"- -ilMi!!'"' '■iiiT'iiir>-|,iiii ■ 

The sabsequent treatment consista In keeping the patient 
in bed for two weeks or more, his knees tied to each«other by 
& strip of muslin, and a broad belt passed around his pelvic 
pressing upon the trochanters. 

2d. The dislocation downwards, or into the foramen ovale. 
I (To reduce this luxation, the following course should be pui 
Med: The patient should be in the recumbent position, as in 
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leather, or of a b) 
towel, should be 
around the upper part of 
the thigh and attached to 
one of the hooks of the 
pulleys, the other being 
secured to a staple fixed 
in the wall opposite the 
dislocated hip ; another 
girth should be made to 
encircle the pelvis, so as 
to steady the body, pass- 
ing the noose formed by 
the first girth, and at- 
tached to a staple placed 
opposite to the first, oa 
the sound side of the 
patient. The cord of 
the pulleys should now 
be drawn until the head 
of the femur begins to 
leave its position in the 
foramen ovale, when the 
surgeon should pass his 
hand behind the ankle 
of the sound limb, and 
grasp the other ankle, 
which he draws steadily 
towards him; the effect 
of this ia, to throw the head of the bone outwards, the liinb 
being a lever with its fulcrum on the extending girth ; as aooa 
as the head of the feuiur is sufiicieritly disengaged from its 
false position, the extending force should be suspended, when 
the limb will be restored, {fig. 102.) 

The after-treatment is as in the first case. 
Sd. To reduce the dislocation backwards, or into the 
Hchiatic notch : — Secure the extending and counier-ex tending 
blinds as in the first species of luxation ; then, the patient 
reposing upon his sound side, the knee of the dislocated limb 
should be pointed across the middle of the opposite thigh, 
and the extension practised until the muscles are enfeebled; 
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Prouod towel should now be passed under the upper part of 
the thigh, and over the slioulders of an assistant, who should 
be directed to press upon the pelvis with his hiinds, and at 
the sume time to raise his shoulders: thus the head of the 
femur will be extricated from the ischiatic notch, and drawn 
downwards into the acetabulum. (Fig. 103.) 




1 
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The subsequent treatment does not differ from that advised 
r the other cases. 

4th. To restore the luxation forwards and upwards, or on 

ie pubis: — The apparatus employed is the same as has been 

'eadj described, and its mode of application is as in the 

it-named variety of the accident. The patient should be 

placed upon his sound side, the knees widely separated from 

each other, and the extension made in a line behind the axis 

of the body. When the muscles have been sufficiently 

fatigaed, a round towel should be passed under the upper 

part of the thigh, and around the shoulders of an assistant, 

■who elevates the head of the femur by raising hia ahoulders, 

pressing at the same time upon the pelvis. (Fig. 104.) 

Apter-treatment, — The same as in the other varieties. 

A very good and simple substitute for the pulleys has been 

icently recommended by Dr. Gilbert, Professor of Surgery 

\ the Pennsylvania Medical College. Its mode of applica- 

ion is thus described in the American Journal of Medical 

vol, ix., N. S. : — "Place the patient and adjust the 

:tending and counter-extending bands as for the pulleys; 

procure an ordinary bed-cord, or a wash-line; tie the 
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Pia. 104. 




enclB together, and Hgn.in double it, upon itself, pass it throagli 
the extending tapes or towel, douhling the whole once more, 
and fasten the distal end, consisting of four loops of rope, to 
a window-siU, door-sill, or staple, so that the corde are drawn 
moderately tight ; finally, pass a stick through the centre of 
the doubled rope, then by revolving the stick as an axis, or 
double lever, the power is produced precisely aa it should he 
in such cases, viz. : slowly, steadily, and continuously." 
(Kg. 105.) 




Several instances of anomalous dislocations of the head 
of the femur are recorded by Cooper and others, (Sir A. 
Cooper, op. cit., pp. 83-97.) The means employed in the 
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treatment of these are the same as in those varieties which 
have been already described. Proper reflection upon such 
cases will enable the surgeon to determine the probable posi- 
tion of the head of the bone, and the line in which the ex- 
tension and counter-extension should be made, together with 
such other expedients as will assist in the dislodgement of 
the head of the bone from its unnatural position. 



SECTION II. 
DISLOCATIONS OF THE PATELLA. 

The patella is liable to displacement in two directions, 
without rupture of its tendon or ligament, viz. : 

Ist. Dislocation outwards, the bone resting upon the exter- 
nal condyle of the os femoris, causing great projection at this 
point, and an inability to flex the knee. 

2d. Dislocation inwards, producing the same diflSculty in 
bending the knee, with a marked prominence at the inner 
condyle of the femur. • 

The restoration is generally easily accomplished, by re- 
lazing the extensor muscles of the leg : for this purpose the 
heel should be elevated upon the shoulder of an assistant, 
while the surgeon presses down the edge of the patella 
which is most removed from the centre of the knee-joint, 
thus tilting up the other edge of the bone, when the mus- 
cles, aided by a lateral pressure, will draw the patella to its 
place. 

The subsequent treatment consists in confining a straight 
splint to the posterior surface of the limb, and in making 
moderate pressure upon the knee by means of a roller, or a 
laced bandage; local antiphlogistic applications are gene- 
rally required, in addition. The patient should be confined 
to bed for about two weeks. 

20 
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DISLOCiTIONS OF THE TIBIA AT TUE KNEE. 

Of these there are four varieties, viz.: 

lat. Displacement forwards, — the tibia being thrown upon 
the anterior ptirt of the thigh, of which the coniiylea are de- 
pressed backwards, and eomewhat to the side. (Cooper.) 

2d. Backwards, — tlie tibia drawn upwards behind the con- 
djles of the femur, which project very much on the front of 
the leg. 

3d. Inwards, — the internal condyle of the thigh-bone rest 
ing upon the external semilunar cartilage. 

4th, Outwards, — the inner semilunar cartilage being in con- 
tact with the external condyle of the femur : the great lateral 
projection of the head of the tibia in these cases renders the 
diagnosis of the injury very easy. 

These dislocations are readily reduced by making exten- 
sion and counter-extension from the ankle and thigh, con- 
joined with moderate pressure _upon the head of the tibia. 
After the restoration is accomplished, the limb should be 
secured to a straight splint, and such local antiphlogietio 
means should be employed as the circumstances of each ease 
may call for. The patient should be kept in bed for ten 
days or two weeks, or longer, if there be continuance of pain 
or of inflammation. 



SECTION IV. 
DISLOCATIONS OF THE HEAD OP TirE FIBULA. 



The head of the fibula is sometimes detached from iu 
connexions with the tibia, and drawn backwards by the 
action of the biceps. It Is easily restored to its place, by 
flexing the leg so as to relax this muscle, and pressing the 
hone forwards. 

In order to retain it "in situ," the leg should he kept bent 
over a pillow, or an inclined plane, with a compress bound 
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bainet the posterior part of the liead of the bone hy meaoB 
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The astragalus may be separated from the bones of the 
leg in four directions, viz. : forwards, backwards, outwards, 
and inwards. The recognition of the accident is easy, and 
the reduction not difficult. The limb should be flexed, so 
as to relax the powerful muscles on the back of the leg ; 
then, while extension and counter- extension are made from 
foot and the lower part of the thigh, the surgeon should 
■ess firmly upon the dislocated bone, and thus force it to its 

ice. 

After rednction, the leg and foot should be confined Jn 
carved splints, or splints made of binders' board, soaked in 
hot water and moulded to the shape of the lirab, with a foot- 
piece at right angles ; or a fracture-box will be found to 
answer equally well. This confinement to bed and in splints 
should continue for five or six weeks, and when the patient 
is first allowed to walk, the ankle should be carefully sup- . 
ported by a roller bandage, or a firm laced gaiter. The time 
requisite to perfect the cure of these accidents is, according to 
Sir A. Cooper, ten or twelve weeks. 

If the fibula alone is separated from the tibia, simple late- 
ral pressure will restore it to its place, after which a roller 
and compress should be employed for some weeks to retain the 
bones in apposition ; rest is necessary, as in the laat-de scribed 
injury. 

The remarks made on the treatment of dislocations of the 
bones of the hand and wrist are applicable to the sume kinds 
of injury of the foot ; the treatment to be pursued in the re- 
duction, and subsequently, is similar, excepting that a greater 
degree of force is required to reduce the Juxation, and a longer 
confinement afterwards, when the foot is involved than when 
the hand is injured. 




These accidents require the same sort of treatment as a 
pound fractures. Much experience, and careful examination 
of all the circumstances connected with each case, are neces- 
sary to enable the surgeon to determine when to attempt to 
save a liiab so injured, and when to amputate. This volume 
does not pretend to lay down rules for such cases. The 
reader will do well to consult the works of the Coopers, Vidal 
(de Cassis), Boyer, Chelius, and others, with reference to thia 
important auhject. 

If an attempt to save the limb be decided on, the wound 
should be carefully cleansed, all foreign bodies, spicula, or 
small and detached fragments of bone, removed, hemorrhage 
arrested, and the dislocated bone restored, if possible. Then 
the edges of the wound should be apposed to each other, and 
covered, as in the case of compound fractures of the patella, 
• &c,, with a piece of lint dipped in blood, or in some aggluti- 
native fluid, and every effort should be made to convert the 
injury into a simple dislocation. The tendency to re-dis- 
placement should be overcome by placing the limb in such a 
position as shall relax the most powerful muscles connected 
with the dislocated bone, and by the application of a bandage 
to make moderate compression upon the seat of injury and 
on the_ implicated muscles. The disposition to inflammation, 
or this condition itself, should be combated by leeches, occa- 
sionally by general bleeding, by irrigation with cold water, 
by evaporating lotions, and by position. Warm applies^ 
tions should be avoided, so long as there is any prospect of 
closing the wound by direct union. Perfect rest should be 
maintained in bed, if one of the lower extremities be involved, 
and such splints and other retentive and supporting appli- 
auces should be employed as will most conduce to the objecU 
in view. 
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APPARATUS FOR THE RELlEl 



AHTIAL ANCnTLOSIS, 



It not nn frequently liappena after fractures involving a 
joint, dislocations, and other injuries or diaeaaes, that the mo- 
tion of the joint is very much impaired, and the usefulness of 
the whole limb mnch diminished. The difficulty may often be 
entirely relieved or lessened, by adapting to the limb some 
instrument, whereby 
constant and gradu- 
ally increasing mo- 
tion may be given to 
the joint for a length 
of time. The accom- 
panying drawing (fig, 
lOG) exhibits an ap- 
paratus of this kind 
for the arm, which is 
recommended by Pro- 
fessor Mutter, in his 
edition of Mr. Lia- 
B *' Lectures on 

Operationa of Surgery," &c., (p. 433, Am. edit., 1846.) i 
couEiBts of steel splints curved to the shape of the arm and ' 
re-arm, and well podded, two for the upper arm and two for 
the fore-arm, for the anterior and posterior surfaces of the 
limb. The anterior splints are connected by a steel or iron 
bar, which is Brmly secured to them on each side, and jointed 
by a pivot at the centre, so as to move freely like a hinge. 
A " Stromeyer's screw" is fastened to the centre of the same 
splints in front, by moving which the apparatus may bo made 
straight or angular, at pleasure. The splints are now applied 
to the limb, those for each division of the member being se- 
cured to each other by means of straps and buckles, and thus 
made to surround the arm above and below its bend, care be- 
ing had that the joint of the side bars is opposite the centre 
of motion of the elbow. When the apparatus is thus properly 
applied, the screw should be turned until the patient com- 
■ Wences to experience slight uneasiness in the joint; this pro- 
KSB should be repeated daily, now extending and now flexing 
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the limb, — avoiding the infliction of pain in the joint, — ^until 
an adequate degree of motion is restored : the action of the 
apparatus will be very much aided by frequently soaking the 
joint in warm water. 

When so elegant a splint as that employed by Dr. Mutter 
cannot be obtained, the same effect may be had by attaching 
the screw to simple splints of wood. The apparatus may he 
adapted to the knee as well as to the elbow, and with equally 
good results. 



ON SOME OF THE MINOR SURGICAL OPERATIONS. 
CHAPTER I. 

ON INCIHIOKS. 

, We cannot attach much importance to, or advise anj one 
comply with, set rules for the mode of holding and using 
cutting instruments. Wo believe that each can judge 
beat for himself in such matters ; and that the most rntional 
proposition ia that each one shall use his knife in aiioh a, 
manner aa will enable himself to gain, most readily aod satis- 
factorily, the object which he has in view. Nevertheless, a 
few observations, offered as suggestions, may not be amiss 
touching the simple incisions of Minor Surgery. 

In the first place, the cutting edge of the inatruraent to be 
used should be sharp. And it is important that the surgeon, 
especially if he reside in the country, remote from his cutler, 
shall be able to keep his knives in good order. For this end 
he must have a proper hone ; one of the " Water of Ayr " 
stones of Scotland, or an Arkansas or Missouri stone, will 
answer the purpose. In making use of it, its surfiice should 
be moistened with olive oil, and the knife passed lightly over 
it from heel to point, the hack being slightly raised from the 
Stone, and equally, of course, on both sides of the blade. 
After the instrument has been honed until its cutting edge ia 
smooth and sharp, it may be strapped, or not, as seems re- 
quisite ; but if the hone be sufficiently fine, strapping will not 
be necessury. 

Fancy has been very busy in contriving a variety of shapes 
for the simple scalpel; the one which we have before spoken 
of, (fig. 2,} will be found as advantageous as any. It is 
usunlly held between the thumb and the first two, sometiaics 
the first three, fingers of the right hand. If the incisions are 
to be small in extent, and require to be delicately and care- 
fully mode, the knife may be held as indicated in fig. 107, 
' and being steadied, if necessary, by the little fing 
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wrist resting upon tbe part to be operated upon. If rapid 
and extensive incisions are to be made, and if tiie operator 
be practised, the instrument may be best held as shown in 
fig. 108; but the position must be varied according to cir- 




cnmstances. For example, if the surgeon be about to sever 
rugged and partially detached portions of a flap, or to pure 
the edges of a lacerated wound, he will find it most conve- 
nient, probably, to use the knife as illustrated in tbe accom- 
panying drawing (fig, 109); if he wishes to open an abscess, 
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. lancet," u curved blade, 
with a sharp point and a double cutting edge, as delineated in 
fig. Ill, or he ma; plunge a common sharp-pointed bistourj 
through the integuments, as in fig. 110. 



^ employ " Sym 




The direction of the inciaion to bo made should depend 
upon the object to he gained. If it be desired merely to 
divide the parts, the cut ia usually made in a gtraight line, the 
inife being entered perpendicularly to the surface, the wrist 
then depressed, and the edge of the instrument drawn along 
in contact with the skin; when the requisite extent of divi- 
sion has been gained, the wrist should be elevated, and the 
knife withdrawn perpendicular to the skin. Or if the parts 
be loose enough, the inttijuinenta maybe pinched up between 
the thumb and fore finger, and a sharp-pointed, narrow- 
bladed bistoury, striiighc or curved, may be thrust through 
p^e biise of the fold, dnd made to cut its wayupwarJs at tho 
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ON INCISIONS, 

semilunar incision ia sometimea performed by swi 
ing the edge of the knife through the akin 
a semicircular direction. 

Sometimea it is advisable to mnke a crucial 
division of the soft parts, two straight incisions 
croBsing each other at right angles. (Fig. 112.) 
If it be desired to remove a portion of the in- 
teguments, as in the cxtirpntion of a considerable tnmonr, 
where otherwise there would be a, redundancy of covering, an 
elUptiaal incision is made, by 
*"'"■ "3- uniting two semilunar cuts at 

their extremities. (Fig. 113.} 
Judgment must be uaed in per- 
forming thia diviaion ; the con- 
tractility of the parts ia such 
that, under ordinary cirtum- 
Btances, the resulting wound will gape much more widely than 
the amount of tiasue abstracted will account for. It is better, 
therefore, to take away too little than too much ; in the 
fonner event, time will diminish the difficulty, and pressure 
carefully employed will generally obviate any unpleasant 
effect ; in the latter case, the edges of the wound cannot be 
brought together, excepting by so much straining as will be 
painful, and endanger inflammation. 

Other incisions are represented in figs. 114, 115, 116, and 
117; namea are applied to them corresponding to the letters 
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■which in shnpe they resemble. They are designed to facili- 
tate the exposure of the parta beneath the surface, the flaps 
of the integument being elevated for the time, and then re- 
placed, and their margins made to unite, 

The direction of the incision ahould depend somewhat, too, 
upon the situation of the part. Thus, on the face or neck, 
espeoially of a female, it is desirable tliat no unsightly scar 
flhould remain ; thia end may be gained, to a certain extent, 
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f dividing the akin in a line parallel to the direction of the 
B of the subjucent muscle. If it be advisable tbiit the 
Hiargine of the wound shall close readily, the akin must be 
divided in the manner just indicated : if it be preferred that 
the wound shall remain open, the incision should be more or 
less directly transverse to the course of the muscular fibres. 

It 19 often necessary to prolong an incision of the integu- 
ments beyond the point at which the eye can direct the in- 
atrnment, la audi cases it is impoi-tant to have a guide upon 
which the knife may bo glided. For this purpose, the finger 
answers very well sometimes, aa when the side of a hernial 
Stricture is to be divided, the fore-finger of the left hand 
may be passed as high up as possible, and the bistoury slid in 
upon it (fig. 118,) ; or, instead of a finger, a grooved director 
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i^ay be first introduced, and the bistoury then pushed along 
its furrow, as is usually done when aucceasive layers of tissue 
are to be divided. 

Subcutaneous wounds or incisions have, within a few years 
past, come into merited esteem, because they enable the sur- 
geon to eflcct even extensive division of parts without ex- 
posing them to the air, and, as a consequence, union takes 
place without inflammation and very promptly. These inci- 
sions may be accomplished thus: If the object be to divide a 
tendon, or to open a joint, a fine, sharp-pointed knife, such us 
is represented in fig. 119, must be introduced through the in- 
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tegument, obliquely, at r little dintHiiee from the deeper point 
to be divided, and puslied on to the latter; now the point of 
the knife should bo depressed and its edge a little turned 
towards the surface to be cut, and the division of this effected 
as by stealth, to use the expression of Mr, Miller. The in- 
strument must be carefully withdrawn as it was entered, and 
the external orifice immediately closed by adhesive plaster, or 
covered with a piece of lint soakeii in collodion, and perfect 
quietude of the part enjoined. A narrow-bladed knife, like 
that shown in the accompanying drawing, (fig. 120, taken 
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from Mr. Erichsen's book,) having only a part of the 
sharp, the remainder rounded, w ill answer very well for 
section 3. 

Another method of making incisions of deep-seated pai 
so as to avoid access of air, is as follows : pinch up a fold of 
the integuments covering the part to be operated upon, and 
enter a sharp-pointed knife more or less perpendicularly nt 
the base of the fold; after the desired section has been made, 
withdraw the blade carefully, and allow the integuments to 
regain their proper position, then cover the opening in the 
skin 88 above directed. This is a convenient mode of open- 
ing chronic abscesses, when one does not wish to evacuate all 
the matter at once. 

For more detailed instructions npon these matters, which 
we have not thought it necessary to furnish here, the reader 
may consult any good work on Operative Surgery, as Mul- 
gaigne's, Dr. Henry Smith's, or Mr, Fergusson's ; from the 
latter, particularly, we have drawn most of the illustratii 
and suggestions contained in this short chapter. 



CHAPTER II. 

ON BLOODLETTING. 

Blood may be drawn from a vein or artery of some size, 
constituting what is termed "general bleeding," or from the 
smallest vessels which ramify beneath the surface, by means 
of cups and leeches, "local bleeding." The former method 
of abstracting blood is practised when the amount to be drawn 
is considerable, or when a general depressing effect upon the 
system is desirable; the latter, when a particular part only 
of the economy is affected, — the system generally being little, 
or not at all, involved. Sometimes, however, the indications 
for resorting to both operations exist in the same case and at 
the same time : under such circumstances, both general and 
local bloodletting should be practised, the former from a vein, 
usually, the latter from the vicinity of the suffering organ. 

In cities, these operations are generally performed by a 
class of persons who devote themselves to this duty as an oc- 
cupation. In the country, the practitioner himself must 
attend to them. Every medical man, however, should be 
well acquainted with the methods of operating^ and, whether 
he live in the city, or in the country, should be skilled in the 
practice of general bleeding, at least, since he will be often 
compelled to resort to it. 



SECTION I. 
ON THE OPERATIONS FOR GENERAL BLEEDING. 

i These consist in the opening of a vein or an artery ; the 
former is much the most commonly practised, and should 
always be preferred, if a choice can be made. The incision 
of a vein is termed phlebotomy; that of an artery, 
arteriotomy. 

Phlebotomy. — 1. One of the veins at the bend of the 
21 (241) 
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arm is uaualiy selected for bleeding, beciiuse tliese vessels are 
very Buperficial and convenient of access in this region, and 
are of aafficient size to allow t}ie requisite amount of blood to 
escape freely and rapidly. The annexed driiwings give a very 
good view of the veins of thia region, as they are generally 
distributed, with their positiona relatively to the artery and 
the superficial nerves (figa. 121 and 122). In figure 121 are 




diaplnyed : " 1, the radial vein ; 2, the cephalic vein ; S, the 
anterior ulnar vein ; 4, the poaterior ulnar vein ; 5, the trunk 
formed by their union ; 6, the basilic vein, piercing the deep 
fascia at 7 ; 8, the median vein; 9, a communicating brandt 
between the deep veins of the fore-arm and the upper part 
of the median vein ; 10, the median cephalic vein ; II, tha 
median basilic; 12, a alight convexity of the deep fasda, 
formed by the brachial artery. This fascia is divided and 
turned aside in fig. 122, to show the brachial artery ; 13, the 
procesa of fascia, derived from the tendon of the biceps 
muscle, and separating the median basilic vein from the bra- 
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[onV'l artery; 14, tbe external cutaneous nerve, piercing the 
deep fascia :ind dividing into two branches which pass behind 
the median cephalic vein ; 15, the internal cntaneous nerve, 
dividing into branches which pass in front of the median 
basilic vein ; 16, the in tercos to-humeral cutaneona nerve ; 17, 
the spiral cutaneous nerve, a branch of the musculo-spiral." 
Bruitt, p. 494, 

The median cephalic and the median basilic veins are those 
in which the incision is generally practised in bleeding. Tlie 
median baeilie is the larger of the two, and would seem there- 
fore to be the moat proper for the operation, and it is also 
more superficial than the other ; but the brachial artery is 
situated very near it, passing beneath it from tbe external 
side, and separated from it only by the thin aponeurosis from 
the tendon of the biceps muscle, so that an incision too deep 
would probably penetrate the artery as well as the vein, as 
has not unfrequently happened ; moreover, this vein is crossed 
in front by several filaments of the internal cutaneous nerve, 
which, as they are invisible to the operator, are liable to be 
involved in his incision. Therefore it ia safer to open the 
median cephalic vein, as this is remote from the artery ; and 
M regards the liability of wounding one of the nervous fila- 
ments, tbe danger is rather less than in the other case, the 
external cutaneous nerve passing beneiith it; tbe superior 
part of this vein, according to M. Lisfranc, is never crossed 
by nervoua twigs. With regard to injury of the nerves in 
bleeding at the elbow, M. Velpeau says, that " all the veins 
at this part of the arm are surrounded by nervous filaments, 
and that with reference to this point, it would be ridiculous 
to open one in preference to any other." (Op. cit., p. 293.) 
Probably the best rule is, to bleed from the median cephahc 
vein, provided it is sufficiently large to allow the blood to flow 
with freedom. If tbe median baaihc be selected, the inciaion 
should be made, if possible, either above or below the point 
at which the vein crosses the artery, and not directly over 
the latter, the artery becoming more deeply situated as it 
leaves the vein. Sometimes the artery runs parallel with this 
vein ; in such cases the fore-arm should be forced into a state 
of pronation, so that the tendon of the biceps shall be made 
.^ intervene between the two. 

'. In all cases, the operator should carefully examine the part 
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to see that tliere ia no anomalous distribution of the arte? 
and to guard against danger from this cause. 

It often occurs that in females and in children, the veins 
are scarcely, if at all, visible, the adipose tissue being so 
abundant. Sometimea they may be made apparent, by allow- 
ing the ligature to compress the arm above the elbow for » 
considerable time, by plunging the fore-arm in warm water, 
by friction of the member, and by directing the patient to 
cull the muscles of the hand and fore-arm into action. Gene- 
rally, however, if the veins cannot be seen, they may be felt 
beneath the surfiice, like round elastic cords, not pulsating as 
the artery, and losing their prominent corded form, and their 
elasticity, when the compression is removed and the blood 
permitted to flow along its channels, regaining these charac- 
teristic marks when the pressure is resumed ; the tendon of 
the biceps has been mistaken for a deep-seated vein, and has 
been cut in attempts to bleed; snob an error ought never to 
occur, as apart from the criteria above mentioned for distin- 
guishing a vein, the tendon may be easily recognized by 
flexing the fore-arm and marking the increased prominence 
which it thereby acquires. 

Before opening the vein, the surgeon should procure, and 
have arranged in some convenient position, a narrow strip of 
muslin, or linen, with which to arrest the circulation in the 
veins of the fore-arm ; a lancet ; a vessel to receive the blood 
as it flows from the incision ; a baain of water and a towel, to 
cleanse the surface after the operation ; a small compress of 
linen folded, to be placed over the wound, and a narrow ban- 
dage of muslin, or linen, to retain this in place; smelling- 
salts, or some other restorative, should also be at hand. 

The position of the patient during the operation is a matter 
of some consequence. If it is desirable to abstract a large 
quantity of blood, the recumbent posture should be assumed, 
as syncope occurs less speedily in this than in any other 
position; when a rapidly prostrating or relaxing eiTect is re- 
quired, as in cases of hernia or dislocation of the hip, the 
patient should stand up while the blood is flowing ; when an 
ordinary depletion only is indicated, and other circumstances 
permit of it, the sitting posture will be found the most con- 
venient. The size of the opening, too, should be varied in 
diflVront cases to meet particular views; as, for example, 
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len a prompt effect is desired, the iocision should be long, 

to allow the blood to escape in a ful! current ; a Bmall open- 
ing should be made when a gradual influence is intended to 
be produced. 

The choice of the arm on which to practise the operation 
may be left to the surgeon's discretion ; sometimes the veins 
are larger in ono arm than in the other, nnd their relative 
position with regard to the artery miiy he more favourable in 
one than in the other. If there be no reason of this kind for 
selecting the right arm, it will be better to bleed from the 
left, since, if any accident should happen, the injury is more 
eaaily submitted to in the lutter than in the former. 

Either the thumb-lancet, or the apring-lancet, may be used 
according to the habit or the fancy of the operator; some 
prefer one, some the other, and occasionally a patient is met 
with who has strong objections against one or the other. 
There seeniB to he great diversity of opinion concerning the 
comparative safety of the two instruments. It is urged in 
^^b,vSii of the use of the spring-lancet, that the operation is 
^Kipne more instantaneously with it than with the other, and 
^^Rth less pain ; and that it is less frequently attended with 
^^r<ound of the artery, in those caBes in which the vein is 
entered at a point directly over this vessel ; this last argument 
derives strong support from the statement of Dr. Reese, the 
American editor of Cooper's Surgical Dictionary, to the effect 
that aneurism of the brachial artery at the bend of the arm 
i»much more commonly met with in the northern and eastern 
sections of this country, where the thumb'lancet is in general 
use, than in the southern and western and middle states, 
where the spring-lancet is employed very generally, and in 
many districts by very ignorant persons, as by the slaves on 
the southern plantations. The thunib-lnncct is the most sur- 
gical instrument; when of the proper shape and in perfectly 
good order, as it always should he, the vein may be opened 
with Buffioient quickness, and with no more pain than when 
the spring'lancet is employed ; the size of the incision can be 
more nicely graduated with the former than with the latter, 
and a deep-seated vein may be more certainly reached with ' 
it: and as to the danger of penetrating the posterior wall of 
I vein and wounding the subjacent artery, if the thumb- 
is used, tlie same amount of practice is as requisite to 
21* 



eiiiiblc tlie operator to dctprtnine just Imw hr fi'oni, or h^™ 
near to, the fikin it is necessary to hold the fleam of the 
Bpring-lancet, in order that he may ojien the vein merely an^ 
not penetrate entirely through it, will render him capahle of 
detecting, hy the dimimition in the resistance offered to the 
point of the thurab-lancet, the moment at which the cavity of 
the vessel has been entered by the instrument. It has occa- 
sionally happened in bleeding with the spring-lancet, that the 
fleam, or blade, of the instrument has been broken off, by the 
force of the spring, and baa remained in the cavity of the 
vein, rendering it necessary in some instances to elit open the 
vessel aa far as the first valve, in order to remove the lancet, 
This accident is of rare occurrence, but the possibility of sucli 
an incident should be borne in mind. The spring-lancet will 
be found the most convenient instrument in bleeding children, 
in consequence of the struggles which they usually make, and 
which interfere very much with the performance of the opera 
tion when the thumb-lancet is used. 

The shape of the blade varies very much according to tbo 
fancy of the surgeon, or of his cutler; we would recommend 
one rather more oval-shaped at the point than that repre- 
sented in fig. 123. The point and the edges of the instru- 
ment ehould be very sharp, and the blade as thin as is com- 
patible with perfect strength and security. The lancet used 
for bleeding should never be employed for any other pur- 
pose, as cases have often occurred of inoculation of the 
wound with irritating or poisonous matters which have ad- 
hered to the blade. The instrument should be well cleansed 
and wiped dry after it has been in requisition, and kept in a 
suitable case. 

Operation. — The operation is commenced by encircling 
the arm, at a point an inch or two above the elbow, by ii 
piece of ribbon, or a strip of muslin, an inch and a half wide 
and a yard and a half long. The arm should be bared 
nearly to the shoulder, care being had that the sleeve of the 
patient's dress exercises no constriction about the limb, im- 
peding the flow of the blood through the artery ; then the 
' surgeon, having carefully examined the bend of the arm, in 
order to ascertain the precise position of the brachial artery, 
and whether there be any anomalous distribution of the vps- 
SL'ls, places the centre of tho compressing banduge upon the 
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lijille of the nrm, at tlie point already indicatpil, carrying 
tiiila around on each side Buccesaively, and bringing tViem 
iver the anterior face of the arm, to tie them in a single 
-knot on its outer side, the extremities of the band hanjT- 
ig downwards. The bandage ahonld be applied sufficiently 
tight to arrest the course of tbe blood in the superficial veins, 
but not to interfere with the circulation in the artery. If, na 
is sometimes the case, the veins do not swell, tbe expedients 
ifore adverted to should be tried, and if these are ineffectual, 
! other arm sbould be taken, or a vein in some other part 
the body may he opened, if it should be irapossihle to find 
suitable vein in either arm. In such circumstances, M. Lis- 
franc advises that the cephalic vein sbould be exposed, where 
it occupies tbe interstice between the deltoid and pectoralis- 
major muscles, and an incision made in it. But there are 
few instances in which it is not possible to abstract the requi- 
site amount of blood from one of the veins at the bend of the 
arm. The vein having been selected for the operation, and 
the exact situation of llie artery with reference to it ascer- 
tained, the next step is to make the incision. It is of great im- 
portance that the patient's arm shall be well secured, in order 
to avoid any accident which might ensue from a sudden 
movement of the limb, as the instrument pierces the tissues; 
this is of less moment when the spring-Jancet ia employed, 
than if the thumb-lancet is used. When tbe latter instru- 
ment is selected, the operator will find it of much advantage 
to be equally skilful with his right and left bands, as he can 
secure the patient's arm, and perform the operation more 
satisfactorily. Thus, the arm should be thrown out from the 
^liody, and the surgeon should sit, or stand, between the limb 
tend the side of the patient : if the right arm is to be operated 
^pon, the elhow should be supported upon the outstretched 
"fingers of the surgeon's left hand, his thumb pressing upon 
the vein, about an inch below the point of incision, in order 
to steady tbe vessel, and to prevent a too great out-gush of 
blood from soiling the clothes, while the patient's fore-arm 
.nd hand are extended beneath the left fore-arm of the ope- 
itor, and thus securely held ; the lancet is, of course, entereii 
ith the right band : if a vein of the left arm Is to be opened, 
le surgeon modifies bia position, so na to secure the arm with 
right hand ami arm, and holds the instrumont in his 
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left hand. But if, sis is the cnao with most personH, the o 
rator cannot make the incision conveniently with his left haml, 
he must place himself on the outer aide of the patient's left 
arm, securing the fore-nrm with his own left, and open the 
vein with hia right hand. 

The blade of the lancet should be expnaed so as to form 
a slightly obtuse angle 
Fib. 12S. with the handles, ami 

held as is represented 
in the annexed drawing, 
(fig 123,)bcinggra8ped 
near its head between 
the e'^tremities of tie 
surgeon s thumb and 
fore finger, the handle 
resting against the lat- 
ter. The operator places 
his middle finger upon the patient's fore-arm, as in the figure, 
BO as to support the hand; the point of the lancet is entered 
perpendicularly to the surface, if the vein is deep-seated, but 
at a more obtuse angle if the vessel is more enperficial ; the 
mere Btraightentng of the thumb and fore-finger serves to 
force the point of the iuBtrument through the integuments 
and the anterior wall of the vein, when, so soon as the escape 
of blood and the cessation of resistance to the entrance of 
the blade make the surgeon aware that the point is within 
the cavity of the vessel, he depresses the handle of the instru- 
ment, and at the same time pushes it a little forwards by hia 
thumb and fore-finger, until the incision has been made suf- 
ficiently long, when the blade is withdrawn ; or it is perhaps 
Hrtfer to force the blade to cut its way out of the vein, so soon 
B8 the latter has been entered, by depressing the handle 
more and more, thus bringing the cutting edge in contact 
with the anterior wall of the vessel and with the integumontB, 
Buccessivoly : in this way there cun be but little danger of 
penetrating the posterior coats of the vein with the point of 
the lancet. Tlif incision should generally be somewhat oblique 
with regard to ilie axis of the vein, especially if the vessel 
be of small calibre, as otherwise the blood will escape more 
slowly. 

If the spring-laiieet is used, it should be held more or leas 
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obliquely to the course of the vein, according as the vessel is 
of small or large calibre : when the vein to be opened is su- 
perficial, the point of the blade should be held a little above 
the skin, so that it shall simply enter the vessel, and not pierce 
entirely through it ; if, on the contrary, the vein is more deeply 
seated, the point of the fleam should rest upon the surface. 
In bleeding from a vein which is directly over the artery, the 
incision should be made upon the side of the vessel, instead of 
its anterior face, as being less liable to penetrate to the ar- 
tery itself. 

If, after the incision has been made, the blood does not flow 
freely, the patient may be directed to grasp something in his 
hand, as a cane, closing and relaxing his fingers upon it al- 
ternately, thus compressing, by the contraction of the mus- 
cles, the deep veins, and forcing the blood into the more su- 
perficial channels ; the current through the vein is sometimes 
impeded by a constriction of the artery, arising from the too 
tight application of the bandage, which should of course be 
loosened : again, it may occasionally happen that a shred of 
adipose tissue may obtrude itself across the incision, and thus 
obstruct the escape of the blood ; the remedy for this difficulty 
will at once suggest itself to the operator. Syncope, accom- 
panied by cessation of the flow, is at times produced by the 
dread of the operation which some persons experience, or by 
the sensation of the incision itself, or by the sight of the blood, 
in very sensitive patients; in such instances, smelling-salts 
should be applied to the nostrils, cold water be dashed upon 
the face, and the individual be placed in the recumbent posi- 
tion, until the faintness shall have passed off*, when the blood 
will flow again, generally. 

It is of little consequence what kind of vessel is employed 
to receive the blood as it escapes from the vein ; a common 
bowl answers the purpose as well as any other: however, if it 
be desirable to fix precisely the amount to be abstracted, the 
*' bleeding-cup" proper should be used, — a vessel having lines 
upon its inner side graduated to show the number of fluid- 
ounces which it may cont{\in : such bowls may be had of most 
of the druggists. 

After the required amount of blood has been drawn, the 
bandage should be removed from the arm ; the edges of the in- 
cision approximated by the thumb and forefinger of the sur- 
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g 1 f h nd ; tho surface cleansed ; the compress plai 

p 1 w nii, ;ird retained in this position by tbe crossed 
b i hmtn in figure 18. In applying the bandage, 

h lib had that it does not compresa tbe arm above 
th p n ng n tbe vein more thnn below this point, otherwise 
tbe blood may again flow from the incision. After the lapse 
of twenty-four hours, during vhich time the patient should 
keep the elhow flexed, and avoid using the arm, — the bandnge 
may be removed, as in most cases the orifice will have become 
sufficiently closed to prevent the escape of the blood. 

If it be probable that it will he expedient to repeat tbe 
bleeding in tbe course of twenty-fonr honrs, the necessity of 
opening another vein may be avoided by anointing the com- 
press with fresh !ard, so that tbe orifice made in the vein will 
close less speedily than when a dry compresa ia applied. It 
ia requisite merely to remove the bandage and encircle the 
arm, just above the elbow, with a band, as in tbe first bleed- 
ing: if the blood does not escape, on tbe vein becoming tur- 
gid, the hand should he passed upwards along tbe vessel, when 
the fluid will generally burst through the imperfectly closed 
incision ; if it do not, a fine probe may be used to re-open tbe 
wonnd. 

2. Bleeding from tbe hand. 

Operation. — Compress the fore-arm by a circular bandage 
applied just above the wrist, in order to render turgid the 
veins upon the back of the hand, and make an incision with 
« thumb-lancet into the largest of these vessels, in the same 
way aa has been directed above with respect to the veins at 
the bend of tbe arm. The cephalic vein, formed by roots com- 
ing from about the thumb and fore-finger, and the vena salva- 
tella, from the other fingers, are the largest trunks. Care is 
necessary that the incision bo not made so deep as to perfo- 
rate the vein and wound the subjacent tendons. 

Tbe wound, after the bleeding, should be covered as in the 
las (^described operation. 

8. Bleeding from the ankle. 

Operation. — Plunge the foot in a basin of warm water, 
ind allow it to remain until the veins running along the ankle 
iball have become swollen; then remove the foot from the 
ivater, dry it, pass a circular bandage around the leg jnet 
above tho malleoli, and open tbe internal saphcna vein near 
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the inner ankle, the vessel heing fixed by the thumb of the 
left hand, placed just below the point of the intended incision. 
The opening should be oblique, and rather longer than is re- 
quired for the veins of the fore-arm, so that the blood may 
have every facility for its free escape. After the incision, if 
the current do not flow readily, the foot should be again placed 
in the water, in which case the amount drawn must be judged 
of by the discoloration of the water, or by the efiect produced 
upon the patient. 

The operator should be careful to regulate the force with 
iirhich he makes the incision according to the volume of the 
vein ; otherwise, by penetrating too deeply, he incurs the lia- 
bility of breaking the point of his lancet against the bone. 
The thumb-lancet should be used. The external saphena vein 
is sometimes opened at the outer ankle, but it is rarely so 
large as the other. The operation is performed as on the in- 
ternal saphena. 

The requisite amount of blood having been removed from 
the vessel, a small compress should be placed upon the inci- 
sion, the surface cleansed, and a figure-8 bandage applied to 
retain the compress, circling around the leg and the foot, above 
and below the ankles, leaving the heel exposed, and crossing 
upon the instep. 

4. Bleeding from the external jugular. 

This operation is rarely performed, partly in consequence 
of the more or less danger attending it, but chiefly because 
the required. amount of blood can generally be taken from a 
vein at the elbow. It is sometimes advisable, however, to 
practise this operation ; as, for instance, in convulsions occur- 
ring in young children, in whom there is frequently much diffi- 
culty in bleeding from the arm ; also in apoplectic seizures. 

When it is determined to open the external jugular, the in- 
cision is usually made between the lower third of the vein and 
a point two inches above the clavicle. Below this point, there 
may be danger that the air will enter through the orifice to 
the heart, thus causing almost instant death. Above its lower 
third, the vein is so surrounded by nervous filaments that the 
incision of the former would, very probably, implicate the 
latter. 

Operation. — The patient is placed in a sitting, or in the 
recumbent, posture ; a thick compress should be laid upon th^ 
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vein in thn supra- clavicular fossa, and retained Id this ^ 
by a strip of muslin, or a cravat, which crosses the chest o 
liijuely from this point to the axilla of the opposite side, where 
its tails are united, as in the aceompanjiDg drawing (fig. 124.J 




In opoiiing the vein, the surgeon pliicca the thumb of his left 
hnnd upon the coiDprccf, mid his forefinger upon the swollen 
vein, just above the point selected for the incision, and opens 
the veesel pretty freely in a. line ohiitjuely upwards and out- 
wards, crossing the fibres of the platyHma-myoid, so that the 
lips of the wound may be well separated. A tea-cup, or a 
small blccding-bowl, should he held against the skin at the 
lower edge of the opening in the vein, !o receive the blood as 
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it escapes : or if the current do not jet from the orifice, a card 
should be bent to the form of a gutter, or trough, to convey 
the fluid into the cup. The compression should not be inter- 
mitted until the operation is completed, and the opening in 
the vein closed by another compress placed upon the wound : 
this precaution is intended to prevent the ingress of air. The 
compress may be retained in place by short strips of adhesive 
plaster laid across it, or by the circular bandage of the neck, 
described under the head of regional bandages. 

The escape of the blood may be facilitated, if it do not 
flow readily, by directing the patient to move the lower jaw, 
as in masticating. After the operation, diflSculty is occa- 
sionally experienced in arresting the flow ; under such cir- 
cumstances the recumbent posture should be maintained, all 
compression from clothes carefully removed^ and the patient 
be directed to breathe freely and fully. M. Magistel closes 
the wound, in such cases, with a fine suture. 



ACCIDENTS ATTENDING PHLEBOTOMY. 

Fortunately these are rare, when the frequency of the 
operation is considered, and those which occur most frequently 
are so slight in themselves and in their consequences, as 
hardly to merit the appellation of accidents ; such are the 
formation of what is termed a thrombus, and syncope partial 
or complete. The proper remedies for the latter have been 
mentioned, in treating of bleeding from the arm. A thrombus 
is a tumour, or swelling, generally of small size, produced by 
the infiltration of blood into the cellular tissue surroundint: 
the vein. It is owing, in most cases, to the external incision 
not corresponding exactly in situation with the opening in the 
vein, the correspondence having become destroyed by some 
movement of the arm, or by a want of attention on the part 
of the operator, while making the incision, to have the skin 
tense and smooth ; any cause which will obstruct the ready 
escape of the blood from the vein to the external surface may 
develope a thrombus. Generally it is a matter of little con 
sequence, giving rise only to some swelling, discoloration, and 
stiffness at the elbow, which inconveniences will disappear in 
a few days. Sometimes, however, if the cftusion is large, the 
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fluid is removed by Eupparation ii 
there is daTiger thuE the vein i 
inflammation. 

The simpler cases of tbis incident to bleeding require very 
Bligbt treatment; the removal of the effusion will be liastened 
by keeping the arm at rest and covering the afi'ecied part 
with soap-plaster, or a wash of diluted spirits of camphor, or 
of some similar resolvent. If inflammation and suppuration 
occur Id the tumour, a splint should bo confined upon tJie 
back of the arm and fore-arm, to maintain perfect repose of 
the tissues about the elbow, and leeches, cold lotions, irriga- 
tion, or poultices, should be made use of, according to tbo 
condition of the tumour. 

By carefully watching the escape of the blood during tho 
operation, the surgeon may often guard against, or arrest, die 
formation of a thrombus, by maintaining the parallelism be- 
tween the wound in the integuments and that in the vein, or 
by restoring this condition if it hus been deranged. If this 
correspondence cannot be regained, and the tumour lucreasea 
in size, the external incision should be enlarged sufBciently 
to permit of the btoud reaching It, or another vein should be 
openeil. 

Wound op a Nervk.— This accident may happen, and H 
has occurred to the most skilful operators in bleeding, and it 
cannot be considered as a subject of reproach. It will be nt- 
cognised by some disturbance in the functions of the part to 
which the nerve is distributed. If the wounded nerve be « 
nerve of sensation, pain will be osporicnced at the scat of the 
incision, or at the terminal ramifications of the nerve, a sen- 
sation of numbness or of tingling, or the skin will be deprivail 
of sensibility. If it he a motor nejve wbich has been impli- 
cated in the incision, the muscle, or muscles, to which it giv«a 
power will bo more or less paralysed, or be the seat of Irrego- 
liir motor action, spasmodic twitches, tetanic rigidity, and tJie 
like. 

This accident is a much more serious one than those alreadjr 
considered, and should be so regarded. The treatment cou- 
sista in the application of antiphlogistic or anodyne remedies 
to the surface, according to the symptoms; in securing the 
liinb to a sphnt in a semiflexed position, and in the t " ' ' 
tratlon of opiates internally. The limb should be kept i 
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state of perfect rest on a splint, for two or three weeks, or so 
long as there is any probability of the reunion of the cut 
extremities of the nerve, experiments and observations having 
shown that restoration of the functions of nerves simply 
divided does take place. (Carpenter's Human Physiol. ; 
MuUer's Physiol, vol. i. p. 457, &c.) 

Wound of an Artery. — The brachial artery is the one 
most liable to be wounded in phlebotomy, and its accidental 
puncture may be taken as a type of similar injuries of other 
arteries. The signs usually mentioned as indicative of this 
accident are, the flowing of the blood in jets from the external 
opening, and the bright-red hue of the fluid. These appear- 
ances, however, are fallacious, for venous blood is not always 
of a dark blue colour; in fact, in many persons and in some 
diseases, its colour approaches very nearly to the hue of arte- 
rial blood ; and if the vein which has been opened is seated 
immediately upon the brachial artery, the pulsations of this 
vessel will often agitate the vein, and communicate a jetting 
motion to the current as it escapes from the latter. The 
occurrence of the accident may be recognised pretty surely, 
by observing whether the blood continues to flow from the 
external wound, when the vein is compressed at the lower 
edge of the incision ; if such is the case, the artery has pro- 
bably been opened, the only circumstance likely to mislead 
the observer arising from the communication of another vein 
with the one in which the aperture has been made, opposite 
the orifice ; this must be a very unusual incident. Additional 
knowledge may be acquired as to the non-existence of injury 
to the artery, by compressing this vessel at some point above 
the wound, when, if the colour of the blood remain as before, 
the inference from this fact, conjoined with the cessation of 
the flow when the vein is compressed below the orifice, while 
the artery still pulsates at the wrist, is, that only the vein has 
been opened. Again, if the external wound be closed with 
sufficient force to compress the vein merely without obliter- 
ating the artery, a gradually increasing tumour will be devel- 
oped in the tissues, if the artery has been punctured. The 
existence of the injury having been ascertained, there can 
still be no impropriety in permitting the blood to escape until 
the amount originally intended to be drawn has been removed. 
Then the surgeon must determine whether it is better, in the 
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pjirlicitW instance, to eniJeiivour to remedy the neclden g 
tlie Irjiig-eontinueii employnieiit of a compress nnd bnndapf^ 
or to obliterate the artery at once by the application of * 
ligature, or ligatures. M. Velpenu reoominenda that the first 
method be tried for a week or two, unleBs some serious 
appearance present itself. (Velpeau, op. cit. p. 312.) This 
course having been determined upon, a graduated compress 
should be formed, of a pyramidal shape, and applied ■with iia 
apex upon the wound, a figure-8 bandage being made to retain 
it in place with a degree of compressive force considerably 
greater than would be BufRcient to obliterate the vein merely, 
so that the pulsation at the wrist shall be arrested (fig. 125J; 
the limb, from the fingers to the axilla, should be envelop<'(L 
carefully in a roller-bandage, and maintained in a state of 
perfect rest upon a splint, in the straight position ; the patjent 
should remain in hed, or his arm should be supported in h 
sling. If, after compression has been employed, the forma- 
tion of an aneurism be detected, the treatment necessary for 
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thifl affection must be adopted; for this, and for the J 
method of obliterating the artery by ligature, if the tretitQ|| 
bv compreBsion be rejected at first, the reader is refe 
_treaf,ise8 on practical surgery. 

WOCNBIKU OF THE TeNDON OP THE BiCBPS, OR OF C 

Muscles. — It happens occasionally that one of the 1 
is pricked by the point of the lancet, when it is seated beiw 
the vein which has been opened; or the operator may | 
mistaken the tendon for the vein, and plnnged his 
therein. Some degree of pain and difTiculty in using-l 
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muscle are generally experienced, after such an accident, but 
the symptoms are rarely of a violent character. The treat- 
ment consists in keeping the limb at rest upon a splint, the 
muscle being relaxed, and in the application of anodyne and 
emollient remedies. In irritable patients, it may be advisable 
to abstract blood from the part, by leeches, and to administer 
opiates. 

ARTEHIOTOMY. 

The temporal artery is the only one upon which this ope- 
ration is now practised, and very rarely is it considered 
advisable, even on this vessel. The artery is superficial, is 
favourably situated for compression after the operation, and 
is generally large enough to allow of the abstraction of a 
sufficient amount of blood. Although the incision of the 
vessel is one of the simplest of operations, it is sometimes 
followed by the development of an aneurism. 

A strong lancet, or a bistoury, — a graduated compress, — a 
narrow roller, two or three yards long, — warm water and a 
towel, are all that are usually needed for the operation. 

The trunk of the temporal artery itself, or its anterior 
branch, may be opened ; if the former, the mode recom- 
mended by M. Magistel may be resorted to, as follows : — 
The position of the trunk is ascertained at the point where it 
is most superficial, and where its pulsation is most forcible, 
arid there marked with ink in the direction of the intended 
incision : this point will be found a little in advance of the 
ear, and above the zygomatic arch. The patient may sit up, 
or assume the recumbent position, his head resting upon a 
pillow on the opposite temple; the surgeon steadies the 
artery by one finger placed upon the surface, on the outside 
of the vessel, and about a quarter of an inch above the site 
of the intended incision ; the bistoury is held as the lancet in 
phlebotomy, and entered through the integuments on the 
inner side of the artery, cutting its way obliquely through 
the vessel and the integuments of the opposite side. The 
blood is received directly in a cup, or it is guided to the 
latter through a little gutter of paper, placed against the sur- 
face beneath the opening : a plug of cotton should be inserted 
into the chamber of the external ear, to prevent the blood 
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from entering it. WliPn the proper amount has Iteer drawn. 
tlie flow 13 generally cosily urrested by placing a Bmall com- 
preflB of folded linen upon the orifice, (its lips having bee-n 
pliic6il in apposition,) and securing it tlias by a few circular 
turns of a roller. If this be insufficient to stop the Weedinj;, 
a fine suture may he passed through the edges of the woiind. 
(Malgaigno, Med. Operat.) 

If the hlond do not flow freely, the pntieut, if ho bo cnn- 
Bcious, should be requested to move his jaw, as in mastica- 
tion, or a sponge filled with warm water may he laid upon the 
vessel. 

M. Velpeau advises that one of the branches of the artery 
be selected for the operation, particularly the anterior 
branch in its eourse towards the forehead, as it is very super- 
ficial, and reposes so nearly upon the bone, that a firm com- 
pression may he made upon it. The mode of performing the 
operation ia the same as for the trunk itself; the lancet may 
be used as in opening a vein, or a bistoury may be employeii, 
and tiio integuments and vessel divided, from the former 
towards the latter, and from the outer side of the artery 
towards the operator. See fig. 124. 
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ON TOPICAL BLE 



1. On the application of the cupping apparatus. 

In professional language, "a cup" is a small, bell-sliaped 
vessel, made of glass, or thin metal, intended for applit'atioii 
to the surface of the body, with the view either of removing 
a certain amount of blood from the minute veins and arteries 
which have been previously incised, or of merely producing % 
congestion of jhe surface, or a certain degree of eecbymoBiB, 
The first is termed " wet-cupping," or simply " cupping," the 
latter "dry-cupping." 

Diy cupping is efi'ected by merely acting upon the air 
within the cup, so that the integuments, on tbe surface of 
which it is placed, shall be forced, hy the pressure of tha 
atmosphere without, into the partial vacuum formed within 
the vessel. This vacuum may he produced in several differ- 
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ent ways, either by means of heat so applied as to rarefy the 
air within the enclosure, or by the direct abstraction of a cer- 
tain portion of it through the aid of a pump. The latter is 
the most convenient and the most eligible mode. The pump 
is made to fit upon the summit of the cup, which is perforated 
with a small hole covered with a thin valve of oil-silk, or^ 
of gum-elastic, to exclude the entrance of air from without ; 
while, by the action of the pump, a very considerable ex- 
haustion can be effected within the cup. The cup is best 
made of glass, so that the degree of turgescence of the inte- 
guments can be seen ; when this is deemed suflScient, the 
glass is easily detached from the surface by slightly raising 
the valve by means of a pin inserted beneath it, when the 
pressure of the atmosphere within an(|^ithout the cup will 
become equalized. 

If this complete cupping apparatus be not at command, the 
operation may be sufficiently well performed by using a com- 
mon wine-glass, or tumbler. The vessel may be immersed in 
hot water, in order to heat its surface, and then, before it 
becomes cooled, applied upon the skin ; thus the air which it 
contains becomes rarefied by the heat of the material of 
which the cupping vessel is composed, and retreats before the 
ascent of the integuments, which are pressed upwards by the 
weight of the air surrounding the cup ; or the inner surface of 
the cup may be moistened with spirits of wine, which should 
then be inflamed, and while the vessel is ygt warm, it should 
be placed upon the skin ; or, finally, small pellets of cotton^ 
or strips of paper, may be moistened with the same fluid, thrn 
lighted and introduced into the cup, which is used as above. 
The vessel may be loosened from the surface after a proper 
time, by pressing upon the integuments at its edge, so that 
the air may rush into the cavity. 

Dry cupping will be found of great benefit in the relief of 
internal congestions, when it is not expedient to abstract 
blood. It Seems not to produce its good eiFect by revulsion 
merely, or by the external irritation which it causes, but also 
by rendering the vessels on the surface turgid, producing a 
true ecchymosis, and thereby diminishing temporarily the 
amount of fluid in circulation through the vessels. 

Wet cupping requires that, in addition to the local tur- 
gescence which the dry cupping occasions, the surface thus 



2bU ON TOPrCAT. ni.EEDINO. 

engorged shall be inciaeil, ita small vessela opened, and h 

be abstracted therefrom. To ncflomplish thia object, the cup- 
ping apparataa muat be used as above described, and after 
the integuments have become sufficiently full of blood, the 
cup should be removed and a number of incisions made on 
the surface, deep enough to open the subcutaneous veaselg; 
then the cup is to be re-applied, and the air again exhausted 
from it; thua the blood will flow readily from the openings 
made. After a sufficient amount has been obtained, the cup 
is removed and the surface cleansed; generally, no dresairg 
is called for, but if there be much smarting, cold or warm 
water, or a piece of linen spread with simple cerate, may be 
applied, as may be moat agreeable to the patient. In direct- 
ing the use of cups, it is generally considered that each one 
will draw one ounce of blood; thia is not strictly correct, as 
the amount will vary very much, according to the vascularity 
of the part to which the application is made; sometimes a 
single cup will abatract several ouncea if re-applied to the 
same spot, and again but a very small proportion of this 
amount can be taken. The flow of blood may be encouraged 
by immersing the cup, before it is placed upon the akin, in 
warm water, and by laying a sponge or towels dipped inVarm 
water upon the surface, while the cup ia acting. The depth 
of the incision must be regulated to suit the character of the 
surface; where the integuments are thick, containing much 
adipose tissue, the incisions must be deeper than under oppo- 
site circumstances. The proper instrument for making the 
incisions in cupping is the "scarificator," — a metallic box of 
about the same size as the cup, having its interior surface 
pierced with a number of slita, through each of which a lancet- 
blade is made to protrude by means of a spring, the frame 
upon which the blades are secured being elevated or depressed, 
so as to regulate the depth of the incisions, by the turning of 
a screw arranged for the purpose. In the absence of this sca- 
rificator, the necessary incisions may he made by a scalpel, op 
a thumb-lancet ; they may be parallel to each other, or crossed, 
or have an oblique direction. 

The operation of cupping is sometimes a painfnl one, par- 
ticularly upon surfaces not verj well cushioned by integu- 
ment, as on the chest of thin persons, and also when performed 
over inflamed cavities, na upon the abdomen in gastritis, on- 
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teritis, or peritonitis ; but even in these latter cases, the ope- 
ration may be effected with comparatively little pain, by first 
applying a poultice, or a fomentation, upon the surface ; thus 
the sensibility of the part becomes lessened. This is a 
matter of considerable consequence, as leeches cannot always 
be obtained in all situations ; and by the simple precaution 
just stated, cups may be very well used instead, in numerous 
instances in which, otherwise, the advantages of local deple- 
tion must be foregone. 

It is of importance to bear in mind that the benefit of 
cupping does not consist in the local abstraction of blood 
merely, but also in the stimulation which it efi*ects upon the 
surface to which the cups are applied, and in the revulsive 
action which is thereby occasioned. 

2. On the employment of leeches. 

There are many cases demanding local depletion, in which, 
from peculiarity of situation, or excessive sensitiveness of 
the surface, cups cannot be employed; in such instances, 
leeches may be used, as also in all other conditions requiring 
the topical abstraction of blood. 

Previous to the application of the leech, the surface on 
which*it is to be placed should be cleansed with warm water, 
80 as to remove, as far as possible, any matter which may 
adhere to the skin, either as the result of medicinal applica- 
tions, or as incident to the natural or diseased processes going 
on in the part : if this precaution be not taken, much diffi- 
culty and delay will be experienced in inducing the leech to 
fasten upon the surface, and the animal itself may be injured 
or killed, by the introduction into his system of such noxious 
matter. If the surface to be leeched be covered at all thickly 
with hair, as the pubis, the scalp, &c., it should be shaved 
before the leech is applied to it. When a, number of leeches 
are to be applied to a circumscribed part, it is often found 
difficult to confine them within a sufficiently restricted range, 
if they are simply placed on the surface ; this may be over- 
come by moistening the skin, at different points, with blood 
drawn from the tip of the finger, or with sugar and water ; 
or the leeches, as many as are intended to be employed, may 
be put into a tumbler, or wineglass, which should then be in- 
verted upon the skin ; or, finally, the palm of the hand may 
be covered with a napkin, and the leeches placed upon the 
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latter, ami thus liold against tlie surface until they slmll iiave 
attached themselves. When blcvoii is to be taken from the 
niucouB membrane lining a canal, it is necessary to place the 
leech in a tube, which is then to be introduced into the canal, 
its open extremity applied to the membrane at the proper 
point, and there retained until the leech baa fastened itself 
upon the surface. Tbua if the depletion is to be effected 
from the neck of the nterus, the neck of the bladder, or from 
any part of the vagina, in the female, — a speculum of polished 
metal, made of a single pieee, and having the upper end ait 
obliquely, should be introduced into this passage to the proper 
distance, the polished internal face of tlje speculum enabling 
the operator to see each point of the vagina ; the leeches are 
now to be placed in the speculum, and thrust up to the affected 
spot by means of a quill, or a stick. For the rectum, a smHHer 
speculum is required. For the nostrils, a tube of glass slightly 
curved at its upper extremity, and about a quarter of an inch 
in diameter, gradually tapering downwards towards the curve, 
may be used; this should be introduced, and the point of the 
curvature carried opposite the spot upon which the leech is to 
be attached ; the animal is then to be placed in the cavity, 
and pushed upwards by means of a quill, or a pencil ; ^ soon 
as it has fastened upon the membrane, the tube may be vrilb- 
drawn, and, if necessary, another leech introduced in tlu 
same way. A similar plan should be adopted in the applto- 
tion of leeches to the gums, or to the lining membrane of the 
mouth at other points. 

If, accidentally, one or more of these animals shooM 
escape beyond the reach of the operator, as into the stomach 
or rectum, it may be destroyed by injecting a solution of salt 
into the cavity ; afterwards the leech will be discharged dead; 

Repletion causey the leech to fall from the surface open 
which it had fastened ; but if it be expedient to detach it 
before it has become filled, fine salt should be placed upon H; 
it should not be violently pulled from its hold upon the skin, 
lest a portion of its mouth remain in the little wound which 
it has made, causing more or less irritation and destroying 
the animal. 

The quantity of blood which a leech will draw varies very 
much with the kind of leech used, and the degree of vascU' 
larity of the surface. Six of the ordinary American leeches 
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are allowed for each ounce of blood required ; these answer 
very well for application to the external surface, in situations 
possessing an average condition of the circulation, and offer- 
ing space sufficient to allow of the application of the requi- 
site number ; their bite is less irritating and less deep than 
that of the European leech, and hence they should always bo 
employed upon children, and upon others whose skin is prone 
to a morbid degree of inflammation or soreness, from slight 
causes. An ounce of blood is generally allotted, as the 
capacity of two or three Swedish, or Spanish, leeches. These 
are used when the part to be depleted is endowed with little 
vascularity, and upon internal surfaces of which the secre- 
tions are naturally, or from disease, more or less acrid or 
offensive to the animal, as the mucous membrane of the vagina, 
that covering the neck of the uterus, the rectum, the gums; 
and it is advisable always, before applying the leech to such 
parts, to wash them with warm water. 

• After the animal has fallen off, the blood continues to flow 
from the wound, but this ceases in the course of a few minutes, 
if the bite be left exposed to the air, unless a small arterial 
branch of notable size has been opened. If a sufficient de- 
pletion has been had, and the bleeding does not cease of 
itself, cold water should be laid upon the surface, or dry lint ; 
and if anything more effectual is necessary, pressure with the 
finger, a little fine lint intervening between its point and the 
leech-bite, may be made upon the latter for a few minutes, 
and then the finger gently withdrawn, leaving the lint behind ; 
this will generally be sufficient to arrest the bleeding ; but if 
this fail, a fine point of lunar-caustic should be thrust into 
each bleeding wound, and quickly removed ; finally, it is re- 
commended, in obstinate cases of such hemorrhage, to pass a 
fine needle transversely through the lips of the wound, and 
to lay upon it a twisted suture ; this, however, must be very 
seldom required. 

If it be deemed expedient to encourage the flowing of the 
blood, warm water should be laid upon the part, or a warm 
poultice. 

The preservation of the leech is a matter of great import- 
ance. To insure this object, the habits of the animal should 
be ascertained, in order that it may be placed in circumstan- 
ces in which these habits and instincts may still be indulged. 
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It should be kept in some suitable vesBel, — an ordinary tub 
will answer, — containing water, and pieces of turf, or, which 
is Btill better, of peat, into which the animal may insinuitle 
itself, and, by the friction of its snrface against the tnterlaccil 
roots of which the peat ia coraposed, cleanse itself of the 
slimy secretion which covers it, and which, if perinitted in 
remain long upon the exterior, prevents the proper perform- 
ance of certain functions on which the health of the leech 
depends. The water moreover should be changed as often aa 
once every week, and the leeches should be washed, unleM 
they have the means, as above described, of performing this 
office for themselves. The animal obtains its supply of oxygen 
from the air entangled in the water, and not by rising to the 
surface to breathe. 

In this way leeches may be preserved for an indefinite 
length of time, until needed for application ; but after they 
have been once employed in drawing blood, they never are so 
efficacious again. If they have been applied to abstract blof>3 
from persons suffering from some malignant or contagious 
disease, they should not be used subsequently. 

The natural food of the leech consists of smaller aquatic 
animals which it meets with in its native haunts; and the 
admirable apparatus with which it is provided, and which 
adapts it ao perfectly to the purpose to which it is maile 
subservient in the treatment of disease, wouM seem to bu 
contrived for the especial benefit of man, — to be, in u mea- 
sure, an appendix to the animal, and not called for in the 
operations of its own economy. Hence, although the blood 
with which it fills itself to distension, in the gratiRcatiun of its 
voracious thirst, does nut putrefy in the animal's stoiiiarli, 
notwithstanding the length of time during which it will be 
retained in this cavity, unless it be evacuated artiriuially, — in 
most cases, the animal will die unless the blood be n-niuved 
from it. (T. Rymer Jones's Comparative Anatomy.) To 
accomplish this, it is requisite merely to place some fine suit, 
or salt water, upon the leech, which will cause the animal fai 
eject the contents of its stomach by the mouth. The author 
is informed by Mr. Moore, who is one of the best leecbers in 
this city, that he cfTccts the removal of the blood by making 
one or two small punctures cm the back of the teecli, on etusa 
Hide of the middle Hue ; the contents of the stomach and of 
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the uainerous sacciform appendages to this central cavity are 
evacuated through these punctures, which soon close again 
without having injured the animal at all. Mr. Moore prefers 
this method to the use of salt, which he thinks is in some 
measure hurtful to the leech. Leeches which have thus been 
emptied of the blood that they have drawn, should be placed 
in a vessel containing water and turf, as above mentioned, 
and kept distinct from others for two or three weeks, after 
which they may again be employed. 

Within a few years past, " artificial leecheB^^ as they are 
called, have been introduced. These are small tube-shaped 
cupping-glasses; their diminutive size permits them to be 
applied where the ordinary cupping-glass could not be placed. 
They are not comparable to leeches as a means of abstracting 
blood from certain parts; but they may prove serviceable 
under circumstances when leeches cannot be procured. 

Simple scarification of the surface with a lancet or scalpel, 
is sometimes resorted to as a means of local depletion. It 
can only be employed on very vascular parts, as on the 
tongue, the mucous membrane lining the interior of the 
mouth, and that covering the fauces and the eyelids. 
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CHAPTER III.T 

OH THE DirrEIlENT MODES OF EFFECTING CPTASeS^ 
IRRITATION. 

It has long been an established principle in medicine, that 
when a point of irritiition exists in any part of the body, there 
will be a. corresponding accumulation at that point of organic 
energy and of circulating blood ; and the pbysical and chemi- 
cal changes which accompany every manifpstation of organic 
action will he proportionately more rapid and complete. To 
admit of tbia concentration of vitality upon a particular part 
of the body, the system elsewhere seems to suffer, as it were, 
a transfer of some portion of the vital energy allotted to it. 
Hence the resort to counter-irritation, or revulsion, in the 
treatment of disease: an exaltation of life is artificially occur 
aioned in a particular part of the surface, with the view o( 
diminishing or annulling the same condition, as the result of 
disease, in another and generally neighbouring organ. By 
properly varying the means resorted to, the kind and degree 
of action thus establislied may be suited to the different states 
which it is the object of the surgeon to counteract. Theec 
means are chiefly rubefacients, vesicatories, and auob as pro- 
duce suppuration. 



OP RDBEFACI KNTS. 

These arc applications which eseito an erythcmatoM 
inflammation of the skin, terminating in complete resolution, 
and followed frequently by desquamation of the cuticle upon 
which they were placed. Their local action is strictly counter- 
irritant, not combined with any depletory influence; but, in 
addition to this, they produce a considerable degree of genorai 
excitement. 

(260) 
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There are many applications which produce this effect: 
water, sand contained in a suitable vessel, and heated to a 
temperature somewhat above that of the surface of the body 
(from 100® to 150°), will excite an erythema of the skin ; 
the same result follows the application to the surface of the 
aromatic oils and powders, of spirits of turpentine, dilute 
aqua ammonias, the ^^ linimentum cantharidis," and many 
other substances. But the means most commonly employed 
as rubefacients are sinapisms, or poultices made of ground 
niustard-seed. In order to prepare the flour for application, it 
should be mixed with water, and spread evenly upon a piece 
of muslin, having the surface which is to be placed next the 
skin covered with a piece of thin gauze or cambric. The 
efficacy and rapidity of action of the sinapism may be in- 
creasea, by adding vinegar to the flour, instead of using water, 
and also by incorporating it with a mixture of oil of turpen- 
tine and water. This applies only to the white mustard-seed 
powder. 

The length of time during which a sinapism should be 
allowed to remain in contact with the skin depends, in a mea- 
sure, upon the sensitiveness of the surface, and the patient's 
general sensibility. In the course of a few minutes after the 
application has been made, a sensation of warmth is induced, 
which becomes more and more powerful, so that after the 
lapse of twenty minutes it cannot be tolerated, generally, with 
any degree of comfort. It should now be removed, and re- 
applied at intervals, upon the same part, or upon other regions, 
as may be indicated. If it be sufl'ered to vesicate the skin, a 
very troublesome sore often results, and sometimes gangrene, 
from excessive inflammation. Attention to the duration of 
the application is particularly necessary when the patient is 
unconscious, or only partially sensible, as the pain arising 
from the action of the mustard, in ordinary circumstances, is 
not complained of now, and great inflammation may be caused 
before this effect is suspected. By combining some other 
kind of meal with that of the mustard-seed, a poultice may 
be made, which will excite erythema more slowly, and which 
may be borne upon the skin for a much longer time. 

The ordinary "spice poultice," — made by mixing together 
the powders of several of the aromatics, as cinnamon, cloves, 
red and black pepper, and mustard-seed, together with wheat 
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or flaxseed meal, or bread -crumbs softeneii in milk o 
— is an excellent and mild rubefacient application. From a 
half teaspoonful to a tenspoonful of each of the aromatic 
powders may be combined with a Buflicient quantity of one 
of the other substances, to make tbe poultice large enongh for 
the SDrfnce to be covered. 

The {feneral stimulant or excitant action of rubefaeicnta 
should be borne in mind when their application is directed, 
as in many cases this influence will be sufficient to counteract 
their revulsive effect. 



SECTION IT. 



OF VESICA KTS 



i 



These are characterized by the effusion of aerum b^n^ntti 
the cuticle, caused by the inflammation arising from their ap- 
plication. Hence, in addition to their derivative effect from 
the diseased organ, and the general excitement which thcj 
occasion, they act also as depletanta: this last peculiarity 
serves to counteract the injurious impression which would 
otherwise be incident oftentimes to their stimulant action. 

Vesication may be produced by a variety of applications. 
If a very rapid effect is desired, probably the best mode is to 
saturate a cloth, folded to the proper size, in boiling water, 
and lay it upon the surface, taking care that the fluid does 
not flow over a larger space than was intended. A. piece of 
metal, raised to a high temperature by being plunged in 
boiling water, and then placed in contact with the akin ; — or, 
according to the recommendation of Carlinle, metal heated rn 
redness and passed over the surface, a fold of wetted cloth 
intervening ; — or a jet of steam from the nose of some con- 
venient vessel ; — all these are at times resorted to for the 
purpose of raising a blister speedily. But they cause a degree 
of inflammation which often eventuates in gangrene, and an 
always very painful remedial sgcnls. 

There are three remedies of this class which are simple in 
their application and very miiniigeabic, und with which, 
probably, the surgeon may iiccciiiplish uU that he cnn hope to 
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e use of vesicating applications. These are the 
tJpiinish fij, Croton oil, and aqua ammonice. 

Ist. The cerate made of Spanish flies, — "ceratum cantha- 
ridia" of the Pharmacopceia, — is the preparation which is 
most used. It may be spread on coarse brown paper, or on 
soft leather, or, which is much the most convenient and most ele- 
gant substance, upon a piece of adhesive plaster, as it is pre- 
pared on sheets of linen for use. In covering either of these 
substances with the cerate, a margin should be left all around 
free from the salve. If the adhesive plaster is used, it will 
be necessary merely to warm this margin, in order to make 
the vesicating agent adhere to the skin on which it is placed : 
if any other substancD is employed on which to spread tha 
cerate, strips of adhesive plaster should be used to retain it 
on the surface. 

Before applying the vesicatory, the skin should be shaved, 
if there be much hair upon it, and moistened with vinegar, 
in order to increase the rapidity of action of the flies ; and 
it is also advisable to cover the surface of the cerate with a 
piece of fine tifisue-paper moistened with vinegar, as by this 
means none of the blistering matter will adhere to the skin 
after the removal of the cerate. 

The length of time during which the application should be 
continued varies with the part to which it is confined, the age 
of the patient, and the state of the general sensibility of the 
individual : probably from two to twelve hours may be as- 
sumed as the minimum and maximum duration. The scalp 
being much more tardy in responding to the action of the 
vesicant than any other part of the body, the application 
should be retained longer upon it. It is not necessary to the 
formation of the blister that serum should actually be effused 
beneath the cuticle before the vesicating agent can be re- 
moved. If the skin he rendered of a bright red colour by 
the action of the flies, these may be withdrawn, and a piece 
of linen covered with simple cerate, or a poultice, may be 
laid upon it, and in a short time the cuticle will be raised by 
the serum poured out beneath it : excepting in some few cases, 
where a very powerful impression is demanded, the desired 
results will be obtained from this coarse as fully as though 
.fthe vesicatory had been retained upon the part for a mucr 
longer time : and this will be found to be the surest way 
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preventing the occurrence of stranpiiry, one of the most nti- 
pleasant incidents to the use of the Spanish fly as a biiatoring 
application. In children this method should always be pur- 
sued, the cerate being kept upon the ekin for two or three 
hours only, and then it will be rare that gangrene, or n very 
high degree of inflammation, will endnnger the life which the 
blister has perhaps rescued from the grasp of some formidable 
disease. 

A very elegant and convenient preparation of canthnridei) 
ia tho " eantharidal eoUodion," as it is called ; it is made by 
dissolving gun-cotton in an ethereal solution of cantharidesi. 
It is applied upon the skin by means of a camel's-hair pencil. 
It is prompt in its action, and the intensity of its effects may 
be pretty well regulated by the manner in which it is used. 
To produce a very speedy and comparatively severe vesica- 
tion, a thick coating of the solution should bo applied, anil 
then covered with oiled-silk. 

The mode of dressing the blistered surface will depend 
upon the effect which is desired. If it be not important to 
eneonrage a continued secretion or discharge from the skin, 
the cuticle should be simply punctured with a needle, or with 
the point of a thumb-lancet, and the serum be sufTered to 
escape, and simple cerate, or a soft poultice, be subsequently 
laid upon the surface ; in a day or two the irritation will have 
subsided. But if a continuation of the secretion be desired, 
the cuticle should be removed, having been flrst cut around 
its adherent edge, and the exposed surface of the true skin 
dressed with basilicon cerate, or with savine cerate. If, as is 
sometimes the case, the surface be very painful and much in- 
flamed, a soft poaltice or cold water will be found the best 
dressing. A sloughy condition of the part will be best com- 
bated by the application of one of the acids sufliciently diluteil, 
or creasote, or decoction of oak-bark, or the solution of La- 
barraque, together with the internal administration of suitable 
tonics. When a. blistered surface ia tardy in healing, Dr. 
Wood strongly recommends the application to it of "the 
cerate of subacetato of lead diluted with an equal weight of 
simple cerate." 

Blisters should alwaya be dressed with great gentler 
me will feel who has had the misfortune to liav 
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blistered. The tearing off the cuticle, recommended by some, 
is a barbarity. 

If strangury should occur, despite the precautions having 
been taken to prevent it, as above recommended, the patient 
may drink pretty freely of flaxseed tea, or if copious draughts 
of liquids be objectionable from particular circumstances, 
speedy relief will follow an enema of a scruple of camphor 
and twenty or thirty drops of laudanum suspended in an 
ounce or two of water or mucilage. 

The affections strictly surgical, in which blistering by this 
means is most efficacious, are, probably, periostitis — the blister 
being produced directly over the seat of pain ; — fractures re- 
maining long ununited — where the blister is created in order 
to excite the vessels of the bone and surrounding soft parts 
to an increased activity of function, with the hope of repair- 
ing the injury ; — erysipelas — in order to produce a more 
healthy kind of inflammation, and thus to arrest the spread 
of the disease; — ^^and gangrene, — the object being the same 
as in the last affection. Besides these, many others may be 
enumerated as being more or less benefited by the employ- 
ment of vesicating remedies, such as caries, the various oph- 
thalmic diseases, neuralgia, chronic articular inflammations, 
indolent glandular and other swellings. 

The general excitant effect of this class is one of the most 
important therapeutic characteristics, more marked in this 
than in the class last considered. 

2. Croton oil — the "Oleum Tiglii'' of the Pharmacopoeia 
— is a very mild and manageable counter-irritant. It is more 
adapted to chronic than to acute diseases ; its general stimu- 
lating effect is much less than that of cantharides, and its 
depleting action is comparatively slight ; . as a local derivative, 
however, it exerts a decided impression, and this may be 
maintained for a long time with less inconvenience to the 
patient than by tlie employment of the Spanish fly. 

The effect of Croton oil may be obtained either by fric- 
tions, or by the incorporation of the oil with some sort of 
plaster, so that the compound may be spread upon a suitable 
substance, as leather, and worn upon the surface of the body. 
The first is the method usually adopted, as vesication is occa- 
sioned more speedily by this than by the plaster. The oil 
should be diluted with one or two parts of olive oil, or it may 
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be used in itn concentrated Btrengtb, ns the skin upon which 
it ia to be rubbed is more or less tender, and aa a less or more 
rapid action is desired. It in common to moisten a piece of 
flannel with a few drops of the oil, and to rub it over the 
Burface until the skin is decidedly reddened and made to 
Bmart; this operation should be repeated after an intervnl nf 
six or eipht hours, and a third time, if necessary; two or 
three applications will generally he sufficient, unless the oil 
has been much diluted. The vesicles are numerous, some- 
times conlescing, sometimes remaining distinct, each one beinj; 
surrounded by a red areola, which, if the vesicles are near 
together, give the skin a uniform erythematous injection. 
The fluid is at first clear, hut soon becomes turbid and puro- 
loid. The irritation subsides after a few days, when the ap- 
plication may be renewed, if indicated. 

If the other method of employing the oil he adopted, as 
recommended by Dr, Graves, of Dublin, it may be incor- 
porated with lead-plaster, in the proportion of 3j. of the oil, 
to 3ij, or 3iij. of the plaster, and spread upon kid; or Bur^ 
-gundy-pitch may be substituted for the lead-plaster. This 
application will produce a vesicular eruption after it has been 
worn upon the surface for a day or two. 

In using the Croton oil, it should be recollected that an 
irritation of the skin will be produced wherever the oil shall 
happen to come in contact with it, as on the eyelids and face 
from accidentally touching these parts with the fingers on 
which a, httle of the oil has remained; the consequent burn- 
ing sensation and swelling arc soon relieved by the applica- 
tion of cold water. 

3. The strong water of ammonia — "Ammoniae liquOT 
fortior," — may be used when a very rapidly vesicating agent 
is needed. It is applied by saturating with it a piece of linen 
folded to the proper size, and laying it uppn the surface to 
be blistered, where it should be confined for two or three 
minutes, care being had that the liquid does not flow upon the 
surrounding skin. 

The blistering lotion of Granville contains this preparation 
of ammonia as its active agent. He directs two lotions of 
different powers ; these are prepared thu 
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** The stronger lotion has been employed by Dr. Granville 
only in cases of apoplexy and for the purpose of cauteriza- 
tion. The first two ingredients are to be gradually mixed : 
whereupon the mixture becomes opalescent and gives out an 
ethereal smell. Before the addition of the third ingredient, 
the mixture should be rendered transparent by means of a 
little alcohol. These lotions are stated to produce as full a 
vesication in a space of time varying from three to ten 
minutes, as can be produced by cnntharides in as many hours. 
They are applied by means of folds of linen impregnated 
with them.*' (U. S. Dispensatory, art. " Ammon. Liq. fort.") 

They are used chiefly to relieve violent neuralgic pains. 



SECTION III. 
OP SUPPURATIVE COUNTER-IRRITANTS. 

The remedies of this class act less promptly than rube- 
facients, or vesicants, but when the secretion of pus which is 
excited by them has become established, they produce a more 
depressing effect, inasmuch as the development and conti- 
nuance of a suppurative discharge involve a greater expen- 
diture of vital energy than is called for to produce an ery- 
thema, or a vesication. Any application which will cause a 
loss of substance of the surface on which it is made to act, 
will occasion suppuration from the granulations by which the 
reparation of the tissues is accomplished. Thus the strong 
mineral acids, the actual cautery, even a vesicant if it pro- 
duce a sufficiently high degree of inflammation, will give rise 
to suppuration. The substances most employed with this 
view, however, are, tartar emetic, caustic potassa, nitrate of 
silver, the seton, the issue, and the moxa. 

1. Tartar emetic is most frequently used in the form of 
the ointment made by incorporating the salt with lard, in 
varying proportions according to the strength required : one 
part of tartar emetic to two parts of lard makes a powerful 
ointment; a more common proportion is one of the former to 
four, or even eight, of the lattert. The strong ointment will 
produce pustulation in the course of a few hours. 

The mode of using this agent is, to rub a portion of the 
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preparation upon the skin for some minutes, until pain and 
redness are excited; if a single application be not sufficient, 
it should he repeated at intervals of a few hours. Suppu- 
ration from the ulcers thus induced should be favoured by 
dressinga of some stimulating cerate, or by poultices. 

A saturated solution of tartar emetic in warm water, to be 
rubbed upon the akin by the aid of a piece of flannel, ig a very 
neat and cleanly method of producing pustular inflammation. 
Another, and a very convenient mode of using this ngent i?, 
to sprinkle a little of the powder upon the surface of a Ear- 
gnndy pitch, or other adhesive plaster, which is then laid 
upon the akin, and there retained until pustules are deve- 
loped. 

2. Nitrate of silver, commonly called lunar caustic, pro- 
duces nn eschar mnch leas deep than tartar ometic, and con- 
sequently is a less powerful application than the other. It is 
used by moistening a stick of the caustic and rubbing it wpnn 
the skin. As a caustic, it is employed to cause a superficial 
slough which, when it has become detached, leaves a healthy 
granulating surface, as in the treatment of chancre, and old 
ulcers. 

3. Caustic potassa, prepared in the form of " sticks," is s 
much more effectual pustulating application than the last. 
With this, the tissues may be destroyed to almost any extent 
and depth, and great care is therefore necessary in making 
use of it. The best and safest plan is, to lay upon the skin « 
piece of kid, in which a hole is cut corresponding in size and 
situation with the portion of the skin on which the caustic is 
intended to act ; then the potaasa, slightly moistened, is to be 
placed, or rubbed, upon the skin thus exposed, until a strfli- 
ciently thick eschar is produced, after which it is advisable M 
pour a little vinegar upon the part, in order to render innctivs 
any portion of the caustic which may siill adhere to the tia- 
Buea. The separation of the slough, thus produced, should be 
hastened by the application of warm poultices, and the granu- 
lating surface, left exposed after the detachment of the eschar, 
should be dressed with slightly stimulating lotions, or cerates, 
to encourage the secretion of pus. 

The "Vienna paste," recommended by surgeons on the 
continent of Europe, is made by triturating together, with the 
aid of a little alcuhol, five parts of causiic potassa and six 
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parts of quick-lime. The compound is used in the same man- 
ner as the caustic potassa alone, and produces an eschar in a 
few minutes, with less pain than the other. 

A paste, made by incorporating chloride of zinc with wheat 
flour and water, is recommended by many surgeons as a caus- 
tic. M. Can quoin prepares it of different strengths, accord- 
ing to the desired effect ; thus, he triturates one part of chlo- 
ride of zinc with two, three, four, or five parts of flour, adding 
fifteen drops of water for every ounce of the flour. The paste 
thus formed is divided into cakes, varying in thickness from 
one-twelfth to one-third of an inch, and applied to the part ; 
the eschar which it causes may be from one line to an inch 
and a half deep, according to the thickness of the portion of 
caustic, the duration of its application, and the character of 
the tissue to which it is applied. (U. S. Dispens.) 

The white oxide of arsenic is now rarely used as a caustic : 
its application is generally attended with great pain, and un- 
pleasant constitutional effects have often followed it. 

Iron heated to whiteness has been, in earlier times, much 
resorted to as a means of producing a slough and subsequent 
suppuration. It is now, however, seldom employed for this 
purpose. When used thus, the iron is called ''the actual 
cautery^^ in contradistinction from the other caustics, to 
which the term, 'potential cauteries^ has been applied. 

4. The moxa, as it is ordinarily used, consists of a cylinder 
of carded cotton, about an inch long and from one to two 
inches in diameter, the whole wrapped in a piece of linen and 
impregnated with a saturated solution of nitrate of potassa, 
or of chromate of potassa. To apply it, one of the extremi- 
ties of the cylinder should be lighted in the flame of a lamp, 
and the other placed upon the skin, the roll being beheld be- 
tween the blades of a pair of dressing-forceps. The moxa is 
maintained in a state of ignition by blowing upon it with the 
mouth, through a blow-pipe, or with the lips merely, the object 
being to secure a steady heat. The pain experienced from 
this application becomes gradually more and more severe, 
until the sensitive structure of the skin is destroyed, when it 
ceases. A thick eschar is thus formed, which, by the con- 
tinued application of emollients, becomes detached after some 
days, leaving a granulating, suppurating surface, requiring 
dressings suitable for such a condition. 
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The raoxa is generully employed na a counter-irritant in 
(liaeaseB of the bones, as caries of the spine, and is applied 
near to the seat of the offeetion, — not so near, however, aa 
to involve the vessels and nerves in the alougli whieh is ' 
formed, 

.5. Issues are established by the introduction into the sub- 
cutaneous tissue of some foreign body which acts as an irri- 
tant, and thus perpetuates a suppurative secretion. The sub- 
stance generally used for this purpose is made of cork, or piiie 
wood, or indeed of any similar material, cut to about the au 
and shape of the common garden-pea. It is introduced into 
the tissue either by an incision made with the knife, or it m»y 
be confined by means of strips of adhesive plaster upon the 
granulating surface, produced by the action of caustic potassa, 
or ft vesicating agent. 

There is some choice as to the point at which the issue 
should bo established ; it may be directly over the seat of ihe 
disease, or, if this be not important, at some remote poini. 
The arm and the back of the neck are the most convenient 
situations for llie formation of an issue; in the former, the 
pea should be introduced in the space between the biceps and 
deltoid muscles, near the insertion of the latter, AVhen the 
neck is selected, any point may be taken which seems most 
convenient ; it should generally be low down, so that the pa- 
tient's dress may conceal it from view. 

6. Setona are established by passing a piece of tape, or » 
skein of silk, or other similar material, through a portion of 
the integuments, and leaving it to excite suppuration. Tbe 
seton may be introduced by means of the instrument con- 
trived by Boyer for the purpose, — a blade shaped somewhat 
like that of the thumb-lancet, but stronger and curved also^ 
and having an eye cut in its heel, through which the seton- 
tape, or silk, is passed (fig. 126); — or it may be effected sim- 
ply by using a common bistoury and an cyed-probe. In either 
case, the first step of tbe operation is the same : a fold of [he 
integuments is pinched up between the thumb and fore-finger 
of the left hand, and the blade of the instrument, previoialy 
oiledj — be it th'e seton-needle, or the bistoury, — is thrust 
through its base ; if the aeton-needle' is used, it should be 
armed with tbe tt'.pe, or silk, and drawn through, its a 
following, if the bistoury is euiployed, the probe is a 





le same way, anrl pasaed along the base of the wound upon 
tbe blade (fig. 127). After the needle or the probe has thua 

Fin. 127. 

I 

^^fleared the incision, it ia disconnected from the seton, and 
the extremities of the latter are tied together, forming a loop 
which encloses a portion of the integuments; a poultice 
should be laid upon the wound, and retained in place by a 
proper bandage, for a few days, nntil suppuration has becanie 
eBtablished, when simple cerate may be substituted as a dress- 
ing, and confined by adhesive strips. The seton should be 
drawn daily backwards and forwards across the wound, in 
order to stimulate the latter slightly, and to sustain the dis- 
charge; and once or twice every week a clean seton should 
be introduced, by attaching one end of it to one of the ex- 
tremities of the tape already in use, and drawing it within tho 
ironnd. 

Any part of the surface of tho body may be selected for 
the estabiishmeDt of a aelon, — the blood-vessels and nerves 
being avoided, of course, — but the back of the nock, or tha 
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upper part of tlie arm, is usually chosen as being the most 
convenient part. 

Dr. Golding Bird has Buggested and repeatedly practised 
a mode of inducing a continued purulent discharge from the 
eurface, which ia free from the objections generally enter- 
tained by patients against the methoda in common use. It . 
is an elegant adaptation of electricity to medical purposes. 

He advises two small blisters to be applied to the surface 
at the desired part, one a few inches from the other ; when 
the cuticlo has become raised hy seruin, "snip it, and apply 
to the one from whence a permanent discharge is required a 
piece of zinc-foil, and to the other a piece of silver; connect 
them hy a copper-wire, and cover them with a common water 
dressing and oiled silk. If the zinc plate bo raised in a few 
hours, the surface of the skin will look white, as if rubbed 
over with nitrate of silver. In forty-eight hours a decided 
eschar will appear, which (still keeping on the plates,) will 
begin to separate at the edges in four or 6ve days. The 
plates may then bo removed, and the surface where the silver 
was applied will be found to be completely healed. A com- 
mon poultice may be placed upon the part to which the zinc 
was applied, and a healthy grctnulating sore, with well-defined 
edges, freely discharging pus, will be left," 

Dr. Bird's explanation of this interesting phenomenon is, 
that the chloride of sodium contained in tiio fluid exuded be- 
neath the cuticle is decomposed; — the chlonno being evolved 
ul the zinc plale, forms with the metal a chloride of zine, 
which is an escharotic. 

This means will of courso be applicable whenever, for aiiy 
purpose, it is desired to destroy a suifiice, whether of the skin 
or of an ulcer, (London Medical Ga;tette, vol. iv., N. S. 
1S47, p, 1)81.) 



ACUP DNCTU RE. 

For convenience-sake, the modes of practising acnpnnctttre 
and vaccination will be considered in connexion with thia 
chapter, nlthough neither of these operations are performed 
Willi a view of eflecting cutaneous irritation merely. 
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Acupuncture. — The instrument by which this is accom- 
plished is a needle about two inches long, having a cylindri- 
cal shaft tapering towards one extremity to a sharp point ; 
the other end is received into a small handle of ivory or of 
steel, or it is simply coated with sealing-wax. The needle is 
made sometimes of steel, sometimes of one of the precious 
metals. In introducing it, the instrument is held perpendi- 
cularly upon the surface, and forced through the skin to the 
requisite depth by a rotatory movement, combined with a 
sufficient pressure upon the point. The punctures are made 
hi muscular, tendinous, or aponeurotic tissues, whichever may 
be the seat of suffering, and the depth of the puncture must 
of course depend upon the position of the tissue affected. It 
is advisable to allow the needle to remain in the part for a 
length of time, as for a half hour, an hour, or tven longer, 
since a more permanently beneficial effect is thus produced 
than when the instrument is withdrawn at once. The needle 
may be extricated by mating slight pressure upon the sur- 
face, and withdrawing the instrument with a rotatory move- 
ment. 

No accident follows the operation, generally ; rarely more 
than a drop of blood appears at the puncture ; the chief ves- 
sels and nerves are always avoided, and the puncture should 
not penetrate any of the important cavities, or viscera. 

Electro-puncture consists in passing through needles, intro- 
duced as above described, a current of electricity collected in 
a Leyden jar, or generated in a small voltaic pile, which is 
connected with the needles by a metallic wire passing to each 
pole of the battery. 

Both these varieties of acupuncture are frequently of ser- 
vice in the treatment of neuralgia, and of rheumatism un- 
attended with inflammation ; in the treatment of indolent 
tumours also, by promoting their removal by absorption ; 
in the cure of local paralysis, &c., &c. Simple acupuncture 
is very often resorted to in order to evacuate anasarcous col- 
lections. 

Local pain of a violent neuralgic character may be re- 
lieved in many instances, and speedily, by rubbing upon the 
surface thus punctured a solution of sulphate of morphia, con- 
taining several grains in each ounce of water. 
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VACCINATION. 



The operation, ns generally practised, t-onsiBta in inserting 
beneath the cuticle, at Bome coovenient point, the matter of 
the cow-pock. 

Several methods have been adopted for the collection ami 
preservatioD of vnccine matter. If it were practicable, the 
BinipleBt method would be, to transfer the liquid vaccine 
Ijmph from the arm of one child to that of another — upon 
whom the operation is about to be performed. But since this 
proceeding is not always convenient or possible, the virus 
must be collected and preserved in the liquid state, or in the 
form of the dry crust. In the liquid state, it may be pre- 
served between two small plates of glass. Or capillary tubes, 
having a bulb at one extremity, may be placed in contact, at 
the open end, with the lymph of the fifth or sixth dry yesr- 
cle, — the air in the bulb having been rarefied by the warmth 
of the hand, or of the mouth, is again permitted to cool and 
contract, when the fiuid will enter; so soon as a sufficient 
quantity has collected in the bulb, the extremity of the tube 
should be sealed in the flame of a spirit-larop and blow-pipe. 
But the most convenient method to be pursued in the pre- 
servation of the virus is, to permit the lymph to dry, either 
on points of ivory, or as a scab upon the surface at the site 
of the vaccination. If the latter be adopted, the crust may 
be very well kept by being enveloped in tin-foil, or between 
two pieces of wax excavated to receive it. The author has 
recently vaccinated several children with a scab wliich has 
been thus preserved for two years ; the vesicle was developed 
in each case, and passed through its customary phases with 
perfect regularity. 

The operation may be performed with a thumb-lancet, or 
with a lancet made expressly for vaccinating; this differs 
from the thumb-lancet only in being smaller. The virud may 
be introduced beneath the cuticle, hy means of lateral punc- 
tures made with the point of the lancet; or, the skin navinir 
been rendered tense between the thumb and fore-finger of the 
left hand, placed upon the part of the surface sefectod for the 
seat of the operation (generally the arm above the e'b-jw), 
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the cuticle may be removed, over a minute space, by slight 
scratches with the point of the lancet, crossing and recrossing 
each other until the vascular surface is reached, (blood being 
just made to appear,) and then the virus be applied thereon. 
If the liquid lymph be used, it is simply requisite to moisten 
the lancet therewith, and to apply the blade upon the exposed 
surface ; if the points of ivory be employed, one of them may 
be inserted beneath the cuticle, according to the first method 
of operating, or placed in contact with the denuded surface, 
if the second plan be adopted ; if the scab be selected, a small 
particle of it should be reduced to powder and moistened with 
a little water, being rubbed to a pulpy consistence by the aid 
of the lancet-blade, which should now be wiped upon the 
abraded skin, so that a sufficient portion of the vaccine mat- 
ter shall come in contact with the absorbing surface. After 
the operation is completed, the part should be left uncovered 
until the surface has become perfectly dry ; the subsequent 
stages which the vaccine disease assumes, in the development 
and maturation of the vesicle, should be carefully watched, in 
order that a correct opinion may be had as to the efficacy of 
the operation. 
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ON THE METHODS OF AHRESTINO IT^MORimAa; 



TuE occurrence of bleeding, as an acciJent, or in c 
with an operation, always claitna the prompt atteotion of the 
surgeon, and often demands the manifestation of all his skill 
and self- possession. 

In the consideration of this subject we shall dcficribe the 
methods found most eflicacious in arresting hiemorrhage, and 
state the circumstances to which each is most nppliciihle. 

1. By the action of cold. This is the simplest method of 
arresting the flow of blood from a wound, and its efficacy is 
exemplified daily, the mere evaporation which talces place at 
the surface of the wound reducing the temperature of the pari, 
thereby favouring the coagulation of the blood and excrasing 
a degree of constriction upon the bleeding vessels. This effect 
may he increased by exposing the divided tissues to a current 
of air, naturally or artificially excited. Bleeding from super- 
ficial wounds, or abrasions, when no vessel of notable size is 
opened, may generally be checked by this simple mode. 

The application of cold water, or of ice, to the bleeding sur- 
face, or to its immediate vicinity, is still more effectual, ami 
will very often arrest hiEmorrhage from smiill arteries. Dr. 
G. N. Burwell, of Buffalo, informed the author very lecenlly, 
that he had succeded in stopping profuse bleeding from a deep 
transverse wound of the palm of the hand, by the constant ap- 
plication of ice during twenty-four or thirty-six hours. The 
ice may be placed in direct contact with the wound, or it may 
be enclosed in linen, or in a bladder. If cold water ia useii, 
it may be simply laid upon the surface in saturated lint, or it| 
may be employed by douche, or irrigation; the laticr is the 
most efficacious. Evaporating lotions may be found cffectualt 
Boruetimes, in the absence of ice. 

2. By the application of astringents, and styptics. These 
act, probably, in a twofold manner, — upon the organic proper- 
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ties of the bleeding vessels and surrounding tissues, and also 
upon the blood itself; causing by the former, a constriction, 
a greater or less degree of closure, of the vessels, — and by the 
latter, favouring coagulation of the effused blood which me- 
chanically prevents the escape of more. There are many sub- 
stances which induce coagulation of blood, not by any chemi- 
cal, or vital, agency which they exert, or develope, but simply 
by opposing the flow at numerous points, so that it becomes 
retarded, and then coagulates by its own inherent properties ; 
such are cob-web, filaments of lint, powdered sugar, and other 
similar domestic remedies. 

The astringent and styptic applications which have been 
found most, serviceable for the purpose under consideration 
are, powdered alum ; powdered galls ; sulphate of copper and 
of zinc, also in powder ; creasote, and the tincture of the mu- 
riate of iron. Fluids act most rapidly because they come most 
speedily in contact with the points from which the blood es- 
capes ; they are applied usually by means of a brush of cameFs 
hair, or upon a feather, passed over the surface ; or by satu- 
rating with them a piece of lint which is pressed lightly upon 
the part. If a powder is used, it may be sprinkled over the 
surface, or retained upon it by gentle pressure. The tincture 
of the muriate of iron is probably the best of these means. 
These agents will generally suffice to arrest bleeding from vas- 
cular surfaces, no large vessel being opened, — for example, in- 
hsBmorrhage from the mucous membrane lining the nostrils, 
ill bleeding ulcers on the neck of the uterus, in bleeding hsd- 
morrhoidal tumours. 

Matico, a plant growing in South America, has been lately 
recommended as possessed of particular efficacy in arresting 
haemorrhage. Dr. Ruschenberger, of the U. S. Navy, has 
employed it in a large number of cases, and bears strong testi- 
mony to its value as a haemostatic agent. lie used it success- 
fully to arrest bleeding from a bubo which had been opened 
by the knife, and from which the blood issued in full and free 
jets, long-continued and well-applied pressure having failed to 
arrest it ; it likewise caused the cessation of bleeding from hae- 
morrhoids removed by incision, which had produced trouhle- 
sonie hiemorrhage, resisting other applications of various kinds. 
The mode which Dr. Ruschenberger advises for its employ- 
ment is, to break the dried leaves into a coarse powder and to 
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form with this, liy the nil! of wntcr, n pultnceons mass, wliieh 
ehoold then he plnceil upon the hlreding eiu'fnce and retained 
there by very lipht pressure, — a prp98ure which would not 
prove sufficient, of itself, to arrest the bleeding. Dr. B. speaks 
highly of the efficacy of matico, faVen in infusion, for sponta- 
neous haBmorrhsfie, having proved its value in profuse menor- 
rhagin, in bsemophthisra, and similar cases, 

3. By canterization. This produces an eschar, sealing up 
the orifice, or orifices, from which the blood escapes. So long 
as the eechar remains adherent to the Teasel, it presents a me- 
chanical impediment to the further escape of hlood ; but when, 
in the process of nature, the slongh has become detached, the 
hffimorrhage will recur, unless the vessel has become pemis- 
nently obliterated from its open extremity as high up as the 
first branch above it; hence the patient should be carefully 
watched about the time at which the slough seems inclined to 
separate, lest the bleeding should return unexpectedly. In 
the choice of a cauterizing agent, therefore, some one must be 
selected which shall produce an eschar sufficiently deep to re- 
main adherent, mitil nature shall have accomplished the peN 
manent closure of the vessel between the poiuts nientionc-d. 
Tiie fact should be home in mind that, the application of any 
caustic will prevent the poHsibility of union of the woB»d by 
the first intention. The actual, or the potential cautery, Day 
be used. 

In employing the actual cautery, the metal, generally iron, 
should be heated to whiteness and then applied upon the sur- 
face for a. few seconds only ; both of those precautions are ne- 
cessary, for if the iron be of a lower temperature than that 
which constitutes 'white heat," the eschar occasioned by it is 
less perfect and its action is more painful ; and if the cantery 
be kept too long in contact with the tissues, it adheres to ihem, 
and when it is withdrawn, it removes the eschar with it, 
thereby destroying, of itself, the good which it had accom- 
pli shed. 

The form of the cautery should be adapted to the character 
of the part to which it is to be applied : thus, if the wound b» 
narrow, and the bleeding vessel lay at the bottom of it, the 



n should be 



mtly long and small to reach to the o 



of the vessel. The annexed drawing illustrates s 
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The actual cautery tb now rarely u«ed to arreat hteiiiorrhnge, 
this object bun^ ilrmst alwiye effected by sonie other means 
more simple, and less sliacking in appearance. The caflcs in 
which it is atill recommended are in opei itiona upon the bones 
of which the medullary membnne is excessively vascular; in 
the bleeding which sometimes fullons the extraction of a tooth, 
and in others similar. 

Of the potential cauteries, those most used are, the nitrate 
of silver, and concentrated sulphuric acid. The former may 
be employed in the solid state, its extremity having been 
previously more or less pointed, by friction upon tlie surface 
of a wet rag, or in concentrated solution, aa of 3j to a fluid- 
ounce of water, applied, as is the acid, by means of a brush. 
The efficacy of lunar-caustic, in stick, in arresting bleeding 
from leech-bites, has already been mentioned. The solution 
of the salt, or the sulphuric acid, is often of aervice in 
haemorrhage from incised or ulcerated surfaces, which are too 
much removed from sight to admit of nice inspection and 
handling, and from those which present no apparent veasel, 
or bleeding point : thus bleeding ulcers or wounds on the neck 
of the uterus are sometimes treated, a speculum vaginie being 
used to assist the surgeon in the application of the remedy, 

4. By directly obliterating the vessel which gives out the 
blood. This may be a temporary or a permanent effect, as 
the means used are temporary or permanent in their action. 
Transient obliteration may be beat induced by simple pressure 
I apoQ the vessel ; peruianeut occlusion is produced by torsion, 
ind the use of the ligature. The former ia applicable to all 
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varietieB of accidental bleeding, whether it be arterial, venoua, 
or capillary ; the ligature and torsion are employed almost 
exclusively in arterial hiemorrhage. 

Pkessurb. — The mode of making the requisite compression 
varies according to circumstances. 

If there bo a wound bleeding moderately, or if the blood 
be of a venous character, it very often happens that the 
haemorrhage is arrested by the mere apposition of the edges 
of the wound, if it be an incised wound ; or by the BJmple 
pressure npon it of the dressings, if it be such as not to admit 
of apposition of its lips. When the divided vessels are of a 
larger calibre and bleed more freely, pressure shonU be made 
with the aid of a compress and adhesive plaster, or a roller 
(as in fig. 125). Direct pressure upon a wound ia objectien- 
able, particularly if it be a lacerated or contused woqnd, or 
if much pressure be required to produce the desired effect, 
because it will interfere with the reparation of the injury, and 
may induce sloughing. When positive pressure ia to be ex- 
erted for the Bake of the compression, the vicinity of the 
wound should therefore be selected as the site of its applica- 
tion, rather than the wound itself. 

Pressure is employed also to prevent hiemorrhage during 
Operations, as in amputations, and likewise in aecidenttd 
wounds, as a temporary expedient, until some more perma- 
nent measure be adopted. For this purpose, the compressive 
force may be applied at any point at which it can be most 
effectually and conveniently exercised. The simplest method 
of instituting this measure, is to press the fingers upon the 
course of the vessel through which the circulation is to be 
arrested. With this object, some point should be selected 
where the vessel is readily felt pulsating; and, if possible, 
this point should be favourably situated with regard to some 
bony support, so that the vessel can be pressed against the 
latter, and thus be completely obliterated. For example, the 
facial artery should be compressed against the edge of the 
lower jaw, at the anterior margin of the masseter muscle ; 
the temporal and occipital arteries, nt any point of their 
course, at which they can be felt; the brachial artery, by 
grasping the biceps uiuacte, at the middle of the arm, between 
the fingers and thumb of the right hand, and at the same 
•lime pressing the artery against the bono with the points of 
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the fingers, on the inner side of the muscle, {fig. 129;) tUa 
axillary artery, by thrusting the fingers, — their points apprct- 
imated, — into the axilla, and forcing the artery against ttie 




head of the humerus , the subcl ividn artery, b^ pressing thp 
thumb down upon tbe vessel, behind the clavicle, upon tbe 
point at which the artery cros-iea the first nb on the external 
Side of Its tubercle, generilh, the artery cannot be sufli- 
ciently well compressei by the thumb and it is necessary, 
therefore to employ some instrument fir the purpose, as a 
common door key, of which the ring should he wrapped with 
ft piece of linen, and then pressed upon tho veisel, ns above 
advised, the femoral artery, by placing one thumb upon tbe 
yessel, at the point where it crosses the ilium to descend tbe 
thigh, and making the requisite pressure by the other thumb 
acting upon the first, (fig. 130;) the abdominal artery, by 
causing the patient to occupy a position whereby his back and 
tbigha shall be flexed, and the abdominal parietes relaxed, and 
then pressing the artery against the spinal column. 
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But, although it is not necessary in most oases, to exert 
much force with the fingers, the mnsclca are very soon fa- 
tigued, BO that the pressure becomea unsteady a.nd uncertain, 
if it be maintained for any length of time; and moreover, 
the fingera are liable to become displaced by any sudden 
movement of the patient; hence the necessity of employing 
some compressing force which shall not be liable to thcEc 
objections. The tourniquet offers such advantages. 

The tourniquet, in iia moat common form, is very well 
represented in the annexed drawing, (fig. 131.) It is so con- 
trived, that when the strap is buckled around the limb, bj 




turning the screw the soft parts are compressed and the j) 
forced upon the artery. Before applying the tourniquet, tba 
surgeon should examine it carefully, to see that it is in good 
order, — the screw, strap and buckle strong, — so that it Bhall 
not fail when most needed. A firm pad should be made, nf 
a cylindrical shape, for application over the artery, and the 
strap secured around the limb. The screw shouhl not be 
turned too rapidly, and no more compression should be exer- 
cised about the limb than may be necessary to prevent the 
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r^ow of blood below the point of preaaure. A long-enataiaed 
application of this instrument in productive of considerable 
pain, and therefore it should be avoided. 

The points upon which the tourniquet is applied to the 

^_|imbs are not fixed. Mr. Fergusson reooinmcnda those indi- 

r ~ 
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preferring compression of the artery in the popliteal region, 
when the leg is to he amputated helow the knee, rather than 
of the femoral artery at the upper part of the thigh. 

An ' impromptu' tourniquet, for use in emergencies, con- 
BiBtB of a cravat, in the middle of which a knot is formed; the 
cravat is made to encircle the limb, the knot corresponding in 
situation with the artery : the two extremities are then tied 
together, a piece of stick inserted between them and made to 
revolve until the limb is sufficiently compressed. Thia is com- 
monly called the field-tourniquet. (Fig. 135.) 




An objection to the ordinary tourniquet Is, that it con- 
stricts the whole limb, preventing the circulation through the 
veins as well as through the arteries, causing considerable 
piiin and swelling, if continued beyond a short time. To ob- 
viate this difficulty, compressing instruments of various kinds 
have been invented: they have not, as yet, arrived at such 
perfection as to be, on the whole, preferable to the tourniquet 
in common use. The compressor of Dupuytren " consists of 
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two steel-platea (fig. 136), half an incli broad, curved and 
joined at the centre of the instrument in such a manner as to 
allow of the curve heing increased or diminished at will. To 
these plutea two others, which support pads, are attached: 
one of the pads is movable, the other fixed; and in applying 
the instrument, the movable one is placed over the artery, the 
other rests upon the opposite side of the limb. The pressure 
is made by the movable pad, and is regulated by a screw." 
(Liston'a and Miitter's Lectures on Surgery, p. 42.) 

Dr. Dorsey (Elements of Surgery, vol. i., p. 57) mentions 
a very simple and ingenious expedient by which the game 
effect was attained. "The patient was a child, in whom 
several unavailing attempts had been made to tie up the 
divided vessel (an artery in the foot), and the wound was in a 
state of great inflammation. A compress waa applied over 
the trunk of the anterior tibial, and another over that of the 
posterior tibial artery, about two inches above the ankle; 
over these a strip of sheet copper was passed around the leg, 
and a tourniquet applied over the copper: when the tourni- 
quet was tightened, the tibial arteries were compressed and 
the bleeding ceased, the copper preventing the tourniquet 
from compressing any other vessel, so that the circulation in 
the foot was not interrupted. In a few days the wound healed 
without any recurrence of hiemorrhage." 

Since the treatment of aneurism by compression has become 
a standard measure, great improvements have been made in 
the construction of tourniquets, and the great desideratum 
seems to have been, to a considerable extent, gained, viz.: to 
exercise a moderate, but sufficient compressive force upon 
the artery, without interfering materially with the return of 
the blood through the veins. The fact has become established, 
that, to cure an aneurism, it is not essential absolutely to pre- 
vent the arterial circulation, but merely to reduce it to a cer- 
tain sluggish current. Several instruments have been con- 
trived which produce this efieet; and they can, moreover, so 
completely obliterate the artery, as to be adapted for use in 
amputations, or in other cases where it is necessary that the 
arterial flow should be stopped, for the time. The Dublin 
Surgeons, particularly Drs. Bellingbam, Carte and Tafnell, 
deserve most of the credit for these improvements. 

Fig, 137 represents an instrument of this kind, designed 
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for application to the midille of tho thigh; and fig. 138, one 
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WL. If employed simply for the purpose of arresting or prevent- 
ing hsemorrhage, only one tourniquet or compressor will be 
required. But if applied for the cure of aneuriara, it is con- 
eidered bettor to uae two, so that when the pressure caused by 
one becomes disagreeable, the other can be brought into ser- 
yiee immediately. 

Dr. Carte's compressor, aa represented in fig. 139, possesset 




this peculiar feature, that, in addition to the common acrew 
Sorce, a certain degree of elnsticity is gained by the introduc- 
tion of bands of vulcanized India-rubber. 

PLDfiGiNG of the divided vessel, or of a wound, is sometimes 
resorted to for arresting the flow of blood when other means 
bave failed. It acts by compressing the vessel, or by me- 
chanically stopping its orifice. It ia rarely done now, except- 
ing occasionally when blood continues obstinately to flow from 
the cut extremity of the bones in amputation : here a, piece 
of lint, or of wood, having a ligature attached to it, is gently 
pressed within the cavity of the bone, or within its reticulated 
structure, and allowed to remain, the ligature hanging from 
between the edges of the flap, bo that the plug may be re- 
' moved when it has fulfillfd its intention. 
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Torsion Ib now but little resorted to. It consists in twist- 
ing the vessel several times upon ita axis, so as to rupture ita 
inner and middle coats, which then become more or less 
inverted, as when cut by a ligature. Many methods of per- 
forming this simple operation have been advised, of which (he 
simplest is probably as effectual as any. The artery should 
be seized at ita open extremity by a pair of serrated forceps 
(fig, 140), with which it is driiwu out from the wound, and 



isolated from its connexions with the surrounding tissues; it 
is then held in the grasp of a pair of catch-forceps placed 
across its axis, at the distance of half an inch from its open 
end, and twisted several times in the direction of its axis by 
means of the first forceps (fig. 141): the torsion having been 




thus accomplished, the vessel is ret«rne<J into the wounfF 
This is not generally trusted to as a safe and certain means 
of arresting hiemorrhage, excepting in the instance of emjiU 
arteries. Jf the vessel can be thus seized and twisted, a liga- 
ture can certainly be nppltcil to it as well, and will scarcely 
give rise to more irritation than the portion of the artery thus 
violently crushed and reduced to the condition of a foreign 
body in the wound. 

The LIGATURE offers the most safe and per 



-manent mei^^| 
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of obliterating an artery of a size Builicient to admit of its 
application. 

The object had in view in the employment of the ligature 
ia, the division of the internal and middle coats of the artery ; 
these retract within tbe canal, giving the latter the appear- 
ance of a cone, of which the apex points towards the ligatnre. 
The cavity of the vessel, from the ligature to the first branch 
above it, becomes filled with a coagulurn of blood, and the 
same coagulating process takes place in the blood which has 
been effused outside of tbe vessel ; soon, however, a perma- 
nent obliteration occurs, from a vital process, some degree of 
inflammittion and exudation of plastic matter being occasioned 
by the irritation of the ligature, and a complete consolidation 
of the tube ensuing from union of the internal tunic of tbe 
artery with the organizabla mass within it. 

Many substances have been recommended as materials for 
the ligature. It has been supposed that leaden ligatures 
excite less irritation in the midst of the tissues than those of 
any other material ; ligatures made of animal fibre, as of the 
sinew of the deer, have been supposed to be removed by - 
absorption at the point at which they are tied ; but these aro 
probably mistaken ideas ; no one now thinks it advisable to 
incur the trouble of preparing ligatures of such materials, for 
the sake of any advantage which fancy may attribute to them 
over the ordinary ligature, made of saddler's silk, or of com 
mon flaxen thread. 

A single strand of strong saddler's silk, or of good home 
spun thread, will answer for application to small arteries 
but when the vessel is larger, the ligature should be corro 
spondingly more thick, as of from two to four strands. Thesi 



I 



should be well waxed, and twisted firmly and roundly, i i 
I order to cut the coats of the artery, as before mentioned, a 
■Snttened ligature not effecting this object. Hence also i 
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applying the Ugatnre, the knot munt be drawn tightly. For 
the purpose of seizing the artery, in order to isoliite and tie 
it, the forceps figured on p. 295 (see fig. 142), having a toothed 
extremity and a, spring-catch to keep this closed, is a very 
convenient instrument, leaa so, however, than the tenaeulnn 
(fig. 143) — a hook with a long curve sharp at 
Fin. 143. the point — which is inserted into the mouth of 
the vessel, and hy which the latter is drawn out 
The artery being thus brought within reach, it 
should be separated from its connexions with the 
surrounding tissues, vesaela, and nerves, for the 
space of a few lines, and the ligature applied 
around it, behind the tenncnlum, or forceps, ft 
is sometimes proper to include a portion of the 
surrounding tissues in the knot, as when the 
coats of the artery are supposed to be weakenAd 
from inflammation or other cause, or when the 
mouth of the vessel which bleeds cannot itself 
be seen, and yet the surgeon is awured that it 
is vrithin the mass which he has raised upon his 
tenaculum, or by his forceps. If an artery of 
considerable size has been divided, it is advisable 
to tie both extremities, aa otherwise the bleeding 
may be renewed from that portion of the vessel 
which was not at first emitting blood, but into 
which an anastomosing current has afterwards 
discharged itself: thia precaution is particularly necessary ia 
situations where the anastomosis 
^'a-\n. of arteries is known to be com- 

mon, as in the palm of tbe hand 
and on the foot. 

"The sailor's knot," as it ia 
called, is the one best calcnlated 
to secure the artery firmly; it 
forms, when tightly drawn, a flat 
knot which will not slip. The 
accompanying drawing illustrates 
it bettor than a verbal description. {Fig. 144.) 

The vessel having been tied, one division of the ligature 
should be cut oflT close to the knot, while the other 
hanging from the wound. When niiiny vessels hai 
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tied, the ligatures thus cut should be grouped together and 

allowed to project at one extremity of the wound, of which 
the edges should then be approximated: when one of the 
vesaels tied is of large size, as the main artery of a lirnh, the 
ligature which is attached to it should be indicated by a knot 
made at its free extremity. 

The length of time during which the ligature remains con- 
nected with the artery, varies according to the size of the 
latter ; generally, from five to twenty days may be considered 
as elapsing before the external coat of the vessel becomes 
severed at its point of constriction ; then the ligature is 
loosened and falls from the wound, or may be readily drawn 
from it. After the usual time has passed, the ligature may 
be gently twisted and drawn upon, in order to favour its 
release, as sometimes it is retained by the granulations in 
which it is imbedded, after its attachment to the vessel has 
ceased. The ligature appertaining to the largest vessel 
shouid be handled more carefully than the others. The 
, patient should be carefully watched about the period at which 
Mhe ligatures become detached, particularly when large vea- 
■ sels have been tied, lest an unexpected haaraorrhage occur. 
" Secondary bleeding requires the same treatment as the 
primary. 

The forceps and tenaculum are the only instruraents re- 
quired for tying a vessel which presents itself at the surface 
of a wound. But it often happens that the bleeding artery 
cannot be seen, it having retreated within the substance of 
the tissues: it then becomes necessary either to slit open the 
tissues from the point at which the hjEmorrhage appears, or 
to cut down upon the course of the vessel above the wound, 
and pass a ligature around it at this point ; the former is a 
very uncertain and disagreeable operation, the latter ia speedy, 
simple, and sure. The incision having been made at the 
point at which the vessel is most accessible, the object is to 
inclose the tatter in tbe loop of a ligature without including 
the accompanying vein or nerve. To enable the surgeon to 
effect this, several instruments have been contrived, to which 
the term aneurigm-needles has been applied. The simplest, 
and one which answers very well almost always, is shown in 
the following drawing {fig. 14S) ; it needs no farther descrip- 
I <tion. When the sheath of the vessels bus been opened, tbe 
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extremity of this needle, anneJ with a ligature, is cai 
under the artery and brought out on the opposite side, i 
one division of the ligature ia seized betnecn the fingers 




by a forceps, and drawn out upon one aide, while the other 
portion follows the needle aa it is removed at the other sitle 
of the wound: the vessel is then tied, as ahove advist"!. 
Professor Gibson haa invented an admirable instrument for 
paseing a ligature beneath deep-seated arteries. It consiats 
of a flattened canula of silver sufliciently strong, curveii 
rather more than the common aneurism-needle figured above, 
and fitted to a handle ; through the interior of the needle, of 
which one extremity of the cavity opens near the handle on 
the hack of the needle, and the other at the point, a piece of 
watch-spring passes, having an eye at the extremity nearest 
the handle, and terminating at the other end in a head of 
silver; the ligature is placed in the eye of the spring, and 
the needle ia passed beneath the artery; then the spring, 
which is considerably longer than the needle, is pushed 
through the cavity of the instrument and appears upon the 
opposite side of the vessel, carrying the ligature with it. 
Belloe's instrument, illustrated by fig. 148, would answer 
very well in many cases where the artery is deeply located. 
But in the majority of instances, a ligature can be readily 
passed around a veaael by means of the grooved director and 
the eyed-probe, which are in every one's pocket-caae. The 
director is introduced beneath the vessel, and carried com- 
pletely acroaa the wound, ao as to reat upon the edges of tba 
latter, the artery being raised upon it ; then the probe, armed 
with the ligature, is slid along the groove of the director, 
beneath the artery, and drawn out upon the opposite aide 
with the ligature. In some instances, the bleeding artery is 
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pimncealed behind a projecting bone, &s, for example, the 
iaterosl pudic behind the rami of the ischinm and pubis ; in 
order to aeeure this vessel, Dr. Physick'3 forceps, hai-ing a 
curved needle inserted between its blades, and furnished witb 

tB hook to compress its handles, wOl be found the most conve- 
nient instrument. (Fig- 146.) 
r The surgeon is sometimes called upon to arrest hiemorrhage 
from one of the natural canals, or cavities, particularly &om 
tiie nostrils and rectum. 

Epistaxis occurring in individuals of a hemorrhagic dia- 
thesis, frequently induces a dangerous degree of prostration. 
If it resists the use of cold water, or ice, applied upon the 
face and forehead, or on the back of the neck, and if astrin- 
gent powders blown into the nostrils, or injections of astrin- 
gent solutions, fail to arrest it, tho nostrils must be plugged. 
.Stopping the anterior orifices of these cavities will not suffice, 
the blood will continue to escape through the posterior 
-nares; both must be stopped therefore. To elTect this, a 
piece of thin wire may be doubled upon itself, and the folded 
end introduced along the floor of tho nostril, from before 
backwards, until it has traversed the passage and appears at 
the back part of the mouth; the surgeon then seizes this 
looped extremity with his fingers, or forceps, introduced into 
the mouth, draws it forwards, — the body of the wire still 
resting on the floor of the nostril, — and passes a cord through 
it, the centre of the cord corresponding with that of the loop, 
while the ends are loose ; the wire is now drawn out of the 
nose in the direction by which it was introduced, one of the 
divisions of the ligature emerging with it, the other remain- 
ing in the surgeon's hand ; to the middle of this portion of 
the cord a piece of lint is attached, to serve as the plug, 
which is drawn into the posterior nares by the first division 
of the ligature ; the anterior nares are next to be plugged, 
by inserting lint, and the haemorrhage is thus effectually 
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arrested. At tbe end of two or tliree dHys, ihe plugs imy 
be removed, the poaterior being drawn out by means of the 
extremity of the cord which baa been left hanging from the 
mouth. (Fig. 147.) See Liaton and Mutter, p. 185. 

A very elegant and useful instrument for plugging the pos- 
terior nares has been invented by M. Belloc. It is a canula 
of silver, A, curved very much like a catheter, but smaller. 
Through this canal a straight stem of silver, B, is introdncod, 
to which is attached a piece of watch-spring, C, terminating 
in a rounded head which has a hole drilled in it for the in- 
sertion of a ligature. The free extremity of the straight 
rod, B, has a button attached to it, to prevent it from being 
drawn out of the canal ; a ring is soldered to the inferior 
surface of the canula, to aid in holding the instrument. (Fig. 
148.) In introducing this, draw the watch-apring entirely 
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within the tube so that the head shall form a smooth convex 
extremity to the instrument ; then the tube is passed along 
the floor of the nostril, the curve presenting downwards, until 
its head reaches the extremity of the naso-palatine septum, 
when the watch-spring is pushed out, its curved form causing 
it to find its way directly into the mouth ; the head is now 
drawn forwards, and a ligature, with a plug of lint attached, 
is passed through the eye ; the remainder of the operation is 
managed precisely as with the wire above spoken of. 

In HJSMORRHAGE from the rectum, if the bleeding vessel 
cannot be tied, or if the blood comes from the venous plexus, 
astringent powders should be introduced; if these fail, a 
piece of bladder, or a portion of the intestine of some animal, 
filled with pounded ice, should be inserted within the sphincter 
ani as high up as may be necessary. But the presence of 
these foreign matters, as well as of the effused blood, after a 
time excites the expulsive efforts of the muscles and they are 
discharged. In a case of this kind which occurred some 
years ago at the Pennsylvania Hospital, during the attend- 
ance of Dr. Thomas Harris, lately chief of the Naval Bureau 
of Medicine at Washington, all these and other methods of 
arresting the bleeding failed; it was stopped by pressure 
upon the bleeding point, effected by means of a finger intro- 
duced into the rectum and held there for many hours, so long 
as any disposition to recurrence of bleeding was manifested ; 
— so soon as one individual became fatigued he was relieved 
by another. 
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The exposure of the wound for inspfiction conatitutcB Ae 
first step in its trcatmeot. This ehouhi be accomplished very 
carefully, after the manner recommended to be pursued with 
regard to the examination of fractures. The arrest of 
hffimorrhage should next engage attention ; this will be 
effected by some of the means already adverted to. It should 
be borne in mind that, if it he prohahte that the nound may 
be made to close by direct union of its edges, this will he 
prevented by the apphcation of styptics or escharotica to 
check the bleeding, and therefore if the simple pressure pro- 
duced by the apposition of the edges of tho wound, and th6> 
means used to secure this, be not sufficient to stop the flow 
of blood, tho ligature should bo applied to such arteries as 
bleed. In a simple incised wound, all the vessels of suffident 
size to require a ligature are seen pouring out blood ; but in 
wounds accompanied by severe contusions and laceraUons, 
such as are caused by the bursting of fire-arms, or by 
machinery; it is not at all uncommon to see the arteries tn 
the largest cahbre projecting an inch or more from the midst 
of the torn muscles, and vibrating with every beat of tha 
heart, yet not emitting a drop of blood ; in such cases, liga- 
tures should still be applied to these arteries, and at a point 
where their coats seem lo bo uninjured ; otherwise, after the 
wound has been dressed, and the vitality of the injured 
parts has become restored by warmth and rest, profuse bleed- 
ing will occur and render it necessary to reopen the woimd. 
It is neither important nor advisable to tie very small arte- 
ries, as a short exposure to the air and moderate pressure 
will generally prevent thtjso from bleeding, and an unneoe^ 
aarj number of ligatures will interfere very much with the 
healing of the wound. 

All foreign substances, such as dirt, sand and gravel, spSn- 
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ters of wood, fragments of clothes, shot, &c., shoold be care- 
fully removed from the wound by the aid of forceps, or with 
the fingers, or by allowing a stream of warm water to flow 
gently over it. Coagulated blood should not be permitted to 
remain upon the injured surface, but should be regarded as a 
foreign body, as much as any of the substances enumerated. 
These preliminary measures having been attended to, the pro- 
per mode of dressing the wound must be determined upon ; 
and in the selection of the pieces of the dressing, it should be 
borne in mind that lightness and cleanliness are of great im- 
portance in inducing a rapid cure. 

If the wound must heal by granulations, the surgeon should 
not attempt to confine its edges in apposition, as a consider- 
able degree of compression must be exercised to effect this, 
causing pain without any adequate good. He should be con- 
tented with simply placing the limb, or other part, in the 
most favorable position to ensure ease and rest, and cover the 
wound with a suitable dressing, — cold water or a poultice, 
generally, at first, to allay pain and to combat inflammation, 
followed, when these symptoms have subsided, by the appli- 
cation of an appropriate cerate, or lotion; these dressings 
should be retained upon the surface by strips of adhesive 
plaster, or by a light bandage. In severe contused and lace- 
rated wounds, the best primary application is cold water, in 
the form of irrigation. (See Part I.) 

When the wound is of such a character as to aff'ord fair 
reason to expect reparation by the first intention, its surfaces 
should bp placed in apposition along their whole extent, from 
the bottom to the top, and not along its edges merely ; other- 
wise, though the latter may adhere to each other, granulations 
will form beneath the external lips, or summit of the wound, 
and a collection of matter be the result, which will eventually 
burst through the adhesion formed above it, and then the sur- 
face will necessarily be disfigured by a cicatrix which might 
have been avoided. The proper apposition of the walls of the 
wound may be secured by the use of adhesive plaster, by su- 
ture, and by suitable bandages, — ^by one or all of these means. 
Before resorting to any of these, however, the part, particu- 
larly if the wound be deep, should be placed in such a posi- 
tion as shall most relax the muscles involved : thus, for exam- 
ple, if there be an incised wound cutting across the muscles 
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on the frnut .iF the lliiph, the limb ahoul'l ho raised upou 
inclinM pinne, and tlie buck eleviited in like manner; 
nut this simplo preciintion, the sidra of the wnunil can be 
hut imperfectly retained in apposition by any compressive 
mcnns. 

1. The mode of applying atrips of the common adhesive 
plaster, and of isinplnss plaster, has been already deacribwl 
(see Part I.): aided by a proper position of the injured part, 
the strips will be found adequate to secure the adhesion of 
most wounds. When the extent of surface upon which the 
strips can be ftpplied ia not sufficiently great to ensure firm 
support, their power may bo much increased by placing a 
narrow strip of plaster near to, and parallel with, each edgn 
of the wound, and crossing the main strips upon them. 
Again, if the strips are subjected to much strain, it will be 
found of importance to make moderate pressure upon the 
muscles by means of a roller, or bandage of Scultetus. In 
removing this dressing, the precautions advised in the first 
part of this volume should be attended to. 

From hia own experience, the author ventures to think that 
the reports with regard to the irritation cnused by the ordi- 
nary adhesive plaster of good quality, and the liability of 
erysipehis being occasioned by it, are very much exa^rgerated. 

Recently it has been ascertained that '^ collodion^" a solu- 
tion in ether of the "gun-cotton," as commonly prepared, w 
possessed of very strong adhesive properties; it may bespread 
upon linen or silk, and then applied to the surface; and it 
offers this advantage over other adhesive matter, Tjz.: that, 
being insoluble in water, the parts surrounding the woand 
may be washed without disturbing the wound itself, by re- 
moving the plaster which covers it. To separate the plaster 
from the surface, it is necessary to moisten the application 
with ether. (See p. 38.) 

Gun-cotton is made by saturating carded cotton in a mix- 
ture of equal parts of strong nitric and sulphuric acids, then 
washing the cotton in water, and drying it at a temperature 
of 150°, or less. 

2. Several kinds of suture have been invented for the pur- 
pose of securing perfect apposition of the surfnces of incised 

mnda. They are passed directly through the s^kin at the 
edges of the wound, or through strips of adhesive plaster pre- 



DRESSINa OF WOUNDS. 305 

viously applied near to its margins : to the former, the term 
**wet suture" has been given, the latter is called "the dry 
suture." Of the first there are four varieties in common use : 
the interrupted, the continued, the quilled, and the twisted 
suture. 

The interrupted suture is made, bypassing a needle armed 
with a single strand of saddlers' silk, or of some other equally 
strong material, through the skin from without inwards, en- 
tering at the distance of two or three lines from the edge of 
wound, crossing the latter, and re-entering the skin at the 
opposite margin of the wound, to re-appear a few lines from 
the edge : the two portions of the thread are then tied toge- 
ther in the sailors' knot, as shown in fig. 144. The number 
of sutures thus made varies with the length of the wound and 
the strain which must fall upon each knot ; generally, their 
number should not be greater than may be necessary to re- 
tain the lips of the wound in close apposition. In order to 
diminish the number of sutures, by supporting each one, strips 
of adhesive plaster may be laid across the wound, between 
each two sutures, leaving space enough between the latter 
and the edges of the plaster, to allow of the escape of fluids 
from beneath. Additional aid is sometimes given to the 
stitch by a roller, or a bandage of Scultetus, passed around 
the wounded part; but this should be avoided whenever it is 
practicable to do so, as the dressing is thereby rendered less 
light and cool. 

In most cases, the surfaces of the wound will have become 
sufficiently adherent, after the lapse of forty-eight hours, to 
admit of the withdrawal of the sutures ; this may be effected 
by passing the sharp point of a pair of narrow-bladed scissors 
beneath the thread and cutting it, after which it may be 
gently drawn out. If allowed to remain longer than two or 
three days in the skin, the suture excites inflammation and 
slight ulceration around itself, thereby deforming the appear- 
ance of the cicatrix. The strips of adhesive plaster and, if 
necessary, the bandage also, should be retained, in order to 
give security to the recently formed adhesions, after the re- 
moval of the suture. The following drawing illustrates 
the application of the interrupted suture. (Fig. 149.) 

The continued suture is less used than the last. It is the 
one employed in wounds of the intestines, and also in closing 
2G* 
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inducting poat-Tnortem exnminalil B 
It is the stitch commonly used ii 
sewing, and is otherwise called 
the glover's glitck. The aeedle 
ia first entered as in making the 
interrupted suture ; it then crosses 
-1 the wound obliquely from the op- 
posite side to the margin first 
-J penetrated, and ia again inserted 
at a point below the first, thus 
I crossing and recrossing the wound 
obliquely until a sufficient num- 
ber of stitches have been lai'l. 
when the ends of the thread are 
secured, at each extremity of the 
wound, by being tied around the 
first and last stitch respectively. The distance between the 
stitches must depend npon the length of the wound and the 
resistance which they arc expected to overcome ; they mriy 
be aided in their retentive action by the application of a roller, 
or a bandage of Seiiltetiis. 

The quiiled suture is now but little used : Mr. Liston says 
of it, " it is only employed in one operation — that for lace- 
rated perinseum. I have used it two or three times in cases 
of this kind." It is effected by entering the needle, armed as 
before, at about four lines from the edge of the wound, and 
carrying it downwards to reappear at the bottom of the 
wound; then ascending just exterior to the opposite lip, it 
emerges at about four lines from the edge, opposite the point 
at which it first entered ; if the wound be very deep, it will 
be more convenient to carry the needle from above downwards, 
on both sides, rather than from the bottom of the wound to- 
wards the surface. A portion of the thread should be left 
extending from each side of the inoision, and when a sufficient 
number of stitches have been introduced to support the wound, 
a. piece of a gum-elastic bougie, or a quill, of the same length 
as the latter, is placed parallel with the incision on each side, 
between each two strands, which are then tied upon the tube 
with force sufficient to retain the entire aurfacca of the wonnd 
in apposition, after tliey have been approximated by the hands. 
{Fig. 150.) 
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The advantages of 
this suture are, th»t 
it forces the sides of 
the wound together 
throughout its entire 
depth, instead of the 
edges merely, and 
that, by the interven- 
tion of the quills, or pieces of bougie, there is less danger of 
the skin being torn by the threads at the points of puncture. 
A bandage may be employed as an additional support. 

The needle used in these varieties of suture is commonly 
called the surgeon^s needle : it is more or less curved, accord 
ing to the fancy of the operator, and has a double cutting 
edge extending about half of its length from the point, which 
should be very sharp ; the 
eye should be large. The Fig. 161. 

accompanying drawing re- 
presents two forms of the 
surgeon's needle, of which 
the straightest will gene- 
rally be found to be the 
most convenient (fig. 151): 
the size should correspond 
with the thickness of the 

thread to be used, and the part or character of the wound, 
for which it is to be employed. 

The twisted suture is chiefly used to promote adhesion be- 
tween the edges of incised wounds upon the face, especially 
after the operation for the relief of hare-lip. A well-silvered 
pin, very sharp at the point, is passed, with a rotatory motion, 
through the skin, at a point two or three lines distant from 
the edge of the incision, and brought out on the opposite side, 
at the same distance, the extremities of the pin extending be- 
yond the incision ; then the centre of a single strand of 
thread or silk, is thrown over one end of the pin, and crossing 
the wound — of which the lips are now in contact, — is turned 
around the other extremity of the pin, in the form of the 
figure 8 ; thus the threads cross and recross until several turns 
are made. Generally, two pins are introduced, sometimes 
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more, and thread twistpd upon eartijl 
Bbove. (Fig. 152.) When the suture it 
ude, the extremities of the pins are 
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cut off hy means of a pair of small catting' 
pliers. The pins themselves should be 
carefully drawn out at the expiration of two, 
or at most, three days, otherwise ulceration 
will be excited around them, and an un- 
r will be the result ; the threads should not be 
disturbed for some days longer. When used in an operation 
upon the upper lip, the invaginated bandage, shown in fig. 25, 
will be found a convenient support, if any should be needed. 
Mr. Fergueaon is in the 
habit of employing the 
instrument represented in 
fig. 153, for this purpose. 
It consists of a semi- 
circular spring, padded at 
both extremities, which 
passes around the base 
of the cranium, so that 
the pads cause the mar- 
gins of the wound to ap- 
proximate, and thus re- 
move any strain from the 
sutures. The instrument 
is held in position by 
straps, 

A particular kind of 
needle or pin, made of 
silver, with a steel point 
which may be detached, 
has been contrived for 
vhia suture, but the common pin of good quality answers just 
as well, and is muoh more convenient. 

The dry suture, as before hinted, is made by sunronnding 
the part — a limb generally — with a strip of adhesive plnstpr 
placed close to each margin of the wound, and passing from 
one to the other as many stitches of the interrupted suture sa 
may he required to retain the edges in apposition. 

M. Baudens, chief surgeon to the " Val de Grace" hospital, 
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recommentls the following kind of dry suture, to approximate 
the edges of the flap after amputation ; he surrounds the limb, 
above its cut extremity, with a circular bandage, through 
which he passes pins in front and behind, leaving the extremi- 
ties of the pins projecting ; then, while the flaps are brought 
together accurately by an assistant, the surgeon passes from 
one pin to the opposite, pieces of thread, wrapping them 
around the pins with suiScient tightness to retain the flaps in 
apposition. 

M. Vidal (de Cassis) has invented an ingenious little con- 
trivance for retaining the margins of incised wounds in appo- 
sition. He calls it the ^"^ Serre-fine^^ and the Institute of 
France awarded him a prize for it. It is made of fine silver- 
wire, twisted so as to bear a remote resemblance, in shape and 
size, to the " ey^^ which ladies use in hooking their dresses ; 
the end of each leg is bent at a right-angle, and is toothed, 
80 as to be capable of piercing and remaining fixed in the 
skin ; and the spring is so arranged that when the " serre- 
fine" is left to itself, after having been properly set in the 
margins of the incision, it approximates these. 

M. Yidal has described and represented this little invention 
in the last edition of his " TraitS de Pathologie Externe.'' 

We think it rather ingenious and pretty, than useful. 

The bandages used to promote union of incised wounds are 
the common roller, the bandage of Scultetus, and the invagi- 
nated bandage. The first two are employed to give support 
merely to adhesive strips and sutures. The invaginated 
bandage acts directly by approximating the edges of the in- 
cision ; its composition and mode of application vary, as the 
wound is longitudinal or transverse. These bandages are 
applied to the extremities generally. 

The invaginated bandage for longitudinal wounds is thus 
prepared : A linen roller is taken, of a width corresponding 
with the length of the wound, and sufficiently long to make 
several turns around the limb : at the free extremity of this 
roller several slits are made, each about an inch broad and 
six or eight inches long ; and beyond these, at the distance 
of a few inches, fenestrse are cut, in number corresponding 
with the slits, (fig. 154.) Thus prepared, the centre of the 
undivided portion of the bandage is placed directly opposite 
the wound, by the margins of which graduated compresses 
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(a, (7, fig. 155) have been arranged, ooe on each side 

alits, 6, f>, 6, are paeaed through the corresponding fencstne, 
c, c, c, and these two portions of the roller drawn in oppositu 
directions until the edgea of the wound are in appositionj 
(fig. 155.) Then the slits ■■■-■■ -■ --»- 
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and the bandage is completed by circular turna of the roller, 
The efficacj of this uniting bandage is much increased by the 
employment of the compresses, wbieh act very miicli as the 
quilled suture, by prcBslng together the entire depth of the 
sides of tbe wound. It will be found an advantageous mode 
of approximating the surfaces of deep incisions of tbe thighs, 
particularly. 

The invaginatcd handage for transvene wounds. 

Composition. — A piece of linen from two to three feet 
long, corresponding in breadth with the length of the wound, 
and divided at one extremity into two or more slits, eacli 
about an inch wide and six inches or more in length, to cor- 
respond with tbe same number of feneatrfe made in a second 
piece of linen of the same dimensions as tbe first ; two rollers, 
ench six yards long and two and a half inches wide ; together 
with two graduated compresses. 

Application. — The limb having been placed in a position 
most favourable for relaxing tbe divided muscles, the surgeon 
makes a few turns of one roller, 6, around tbe limb below the 
wound, and upon these lays the fenestrated bandage, so that 
the divided portion stretc-hes upon and across tbe incision, 
while the other part rests upon the limb below the wound. • 
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The extremity of this portion is reflected upwards over the 
turns of the roller, which is now resuuied and made to aecnre 
the bandage in position. 

Ithe other baud is now ''*■ l**- 

confined upon the limb 
above the wound, in the 
Bxme manner, by means 
of the second roller, 
the slits corresponding 
in position with the 
wound: next the com- 
presses, c, c, are placed 
parallel with the edges 
of the incision, one above, and the other below : then the slits 
of one band are passed through the fenestrse of the other, 
(fig. 156.) The two bauds arc drawn in opposite directions, 
so as to approximate the lips of the wound, and are firmly 
fixed by turns of the rollers passing respectively above and 
below the seat of the injury. 
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OF THE INTRODUCTION OF THE CATHETER. 



HETEB, in its most genernl eignific.ition, is an op*ii 



tube, inmle usually of silv< 
a peculiar manner, to which s 



uf gum-elastic prepared i 
iiich a form and firmness are 
given BH permit of its iniro- 
duction into tho various canals 
of the body. The passages 
into which such an inBtrnmeDt 
is usually inserted are the 
lachrymal tube, the eustachian 
tube, the oesophuguB, the 
urethra, and the large intestine. 
1. Cathetcrism, or rather 
dilatation, of the lachrymal 
passages, is sometimes prac- 
tised for the purpose of re- 
moving obstructions to the 
escape of the tears along their 
proper excretory passages. 
Before resorting to this opera- 
tion, however, it is important 
lo iletermine if the difficulty may not be an Epiphora, aa ex- 
cessive secretion, rather than it StUKuidium. 

It is also essential to bear in mind the nutural direction of 
the lachrymal passiigcB, as represented in fig. 157, for it is 
along these same tortuous channels that the dilating instru- 
ment must puss. 

If i\\Q puneta luchrymalia be occluded, their minute ori- 
fices may first be opened by the point of a pin, and then on« 
of Ancl's gold probes (fig. 168) may he introduced, or one of 
the less expensive instruments of which wo shall presently 
speak; the size of the dilator should be grndually increase' 
until a permanent cure of the stricture has been gained. ~ 
(312) 
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It may be that the lachrymal canals, leading from the 

piuictu to the sac, are Da rr owed, in 
1. lia. wlilch case the same inBtrument should ^"'- ^^^■ 
be paeaed along these passages. To 
dilate the superior canal, the probe must 
be passed almost perpendicularly up- 
wards, inclining a little outwards, then 
obliquely inwards and downwards. In 
operating on the lower canal, pass the 
probe downwards, then obliquely inwards 
and upwards. 

The Naxal duct, running from the 
lachrymal sac to the inferior meatus of 
the nostril, opening below the inferior 
turbinated bone, may be diminished in 
its calibre, and thereby occasion etillici- 
dium lachrymarnm. To overcome this 
obstruction, various methods have been 
adopted; the most feasible is probably that by dilH- 
tation. A series of silver probes should bo prepared, 
four or five inches long, varying in size from that of 
the No. 17 wire to No. 21, slightly bent, as the one 
illustrated in fig. 159, or straight, if preferred ; one 
extremity may be turned as in the figure, the other 
should be slightly pointed, but not sharp, to enter the 
puncture. In treating stricture of the nasal duct, it 
is most convenient to pass the probe through the in- 
ferior canal, in the manner already explained ; and 
when it has reached the sac, the instrument slioflld 
be pointed almost vertically downwards until it has 
gained the inferior meatus of the nose, which may be 
ascertained readily by passing a probe into the ante- 
rior naris of the side operated upon, and touching the one 
which has been inserted from above. A small sized instru- 
ment should he first used, and after having been introduced, 
should be allowed to remain a few hours, unless much pain be 
occasioned thereby ; and at intervals of four or five days, the 
same or a larger probe should be passed, the size being gra- 
dually increased until the stricture is cured. After each in- 
troduction, it is well to apply warm water with laudanum, to 
any irritation which may have been caused. 
27 



May 



314 



INTKODUCTIOH OF THE CATHETBS. 



portant to avoid any haste, both in the passage of the probe 
at each Bitting, and in increasing the size of the instrament, 
in order to guard against the production of inflammation. 

Mr. Morgan has recommended dilatation of the nasal duct 
from below, by introducing a prohe, such as is represented in 
fig. 160, beneath the inferior turbinated bone into the lower 
orifice of the duct. This method ia less generally practised 
than the other, thongh highly spoken of by Mr. Morgan. 
(Lectures on the Diseases of the Eye.) 



I 



Anel advised the syringing of the duct with astringent 
solutions. To accomplish this, a fine tube must first be passed 
into the duct from the pnnctum lachrymale, and the nozzle of 
the small swinge of Anel be fitted into its upper orifice; 
when the piston of the syringe is being depressed, the other 
punctuni must be closed by pressure of the finger, otherwise, 
the fluid will pass out of it from the lachrymal sac. Not 
much can he effected in this way, however, the tuba 
being too fine to permit any force of injection. Syringing 
of the duct in this manner, after the use of the probe, may 
assist the operation of the latter, and is useful also in freeing 
the passage from mucus. 

It should be home in mind, that very much can be done 
for the cure of atiUicidium, by correcting any temporary con- 
gestion or inflammation; frequently, indeed, this affection 
may be cured without resorting to such mechanical means as 
we have described. 

For farther details concerning these operations, and espe- 
cially for proper views concerning the pathology of atiUici- 
dium, we refer our readers to Treatises on Diseases of the 
Eye, among the best of which is the American Edition of 
Mr. Lawrence's book, by Dr. Hays. 



ISTRODCCTIOIT or THS CATHBTBR. 
, 2. CiTHETKRIfill OF THS KCBTACHIAS TVHS. 

The catheter used in this operation is gene- 
■rally of silver, about six inches long, elightly 
iiirved at the end vhich entera the tube, and 
I gradually increasing in size from thia to the 
other extrcmitj. It is open at both ends, and 
it is of very great importance, that the €S- 
b-emity which is intended to be passed into the 
canal, shall be veil roanded ; otherwise, con- 
siderable irritation, and even escoriation of the 
lining membrane of the tube, will be produced. 
The catheter which Mr, Wilde, of Dublin, one 
of the moat dexterous operators and one of the 
best authorities, prefers, is represented in fig. 
161 ; it is here shown in its actual dimensions. 
The ring at the larger extremity of the catheter 
should be in the same plane as the beak of the 
instrument, in order that while the latter is 
being introduced, the operator, by looking at 
the ring, may know the direction of the beak. 
It will be recollected that the pharyngeal 
orifice of the eustachian tube is, according to 
Malgaigtie, situated at the distance of two 
inches and a few lines from the anterior orifice 
of the nostril of the same side, on a line with 
the external wall of the meatus inferior, and 
about half way between the floor of the nostril 
and the inferior spongy hone. 

To reach this point with the catheter, the 
following plan, recommended by M. Gairal, is 
probably the best : — The patient being seated 
on a chair, with his head thrown a little back- 
wards and supported upon a pillow, the sur- 
geon stands in front of him and glides the point 
of the catheter, the instrument having been 
oiled, along the floor of the nostril of the same 
side, towards the soft palate ; the convexity of 
the instrument should be directed inwards and 
upwards, its concavity downwards and out- 
wards. When the point has reached the velum 
palati, which will be indicated by a movement 
of deglutition, the shaft of the catheter should 
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be rotated tlirough a quarter of a circle, so as to turn ttie 
point outwards and upwards to tlie siime extent, and at the 
same time pushed backwarfJs for a few lines, ■when it will 
bave entered the expanded orifice of the tuhe. (TVfalgnigne'fi 
Operative Surgery, Erittao's translation, p. 314, 315 — 
London, 1846.) 

Some surgeons prefer a catheter niiide of gum-elastic, with 
a Btilot, BO that, when the point of the catheter has reached 
the orifice of the tube, the stilet may be glided into the latter, 
and the catheter itself slid in upon it. But this we cannot 
but regard as an improper instrument ; for the operator is much 
more liable to injure the delicate lining membrane of the cansl 
with the stilet; and the withdrawal of the latter, as Mr. 
Wilde remarks, is very apt to cause the catheter itself, if i( 
have entered the canal, to be disudjuated. 

Generally, the simple opening of the tube by the entrance 
of the instrument, is sufficient to remove any temporary ob- 
struction which may have impeded the free access of oir to 
the tympanum. It is sometimes necessary, however, to resort 
to injections of air through the catheter : this should be done 
very gently and cautionsty. To accomplish this object, it Is 
necessary to have a properly contrived air-preas, from which 
the air may be injected, and it is also essential that the catheter 
shall be firmly secured to the head, lest it slip and thereby 
mischief he done. The air introduced may be the ordinary 
atmosphere, or it may be some medicated vapour, according 
to the supposed condition of the lining membrane of the tube. 

Eustachian catheterism, certainly, when associated with this 
farther process, does not properly come under the domain of 
Minor Surgery. It is a delicate operation, and should not be 
carelessly or ignorantly undertaken. Before attempting it, 
more minute instruction should be sought thnn we pretend to 
give. We, therefore, refer our readers to the special trefttiaes 
on aural diseases, the best of which, we think, is Mr. Wilde's. 

3. Cathktekism op the (ESOPHAGUS. — The object of this 
operation is, to insert a tube into the stomach, for the pur- 
pose of removing fluids from this organ, or of introducing 
them into it. The catheter used is of gum-elaatic, of a 
diameter varying to suit the capacity of different gullets, from 
two feet to two and a half feet long, and furnished with* 
flexible stilet made of & thin strip of whalebone ; the extrem- 
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itj wbich enters tlie stomach is closed and rounded, but fluids 
reach the interior of the tube, and escape from it, through 
two large eyes, placed one on each side, near this end; the 
other extremity is open and is usually somewhat expanded, to 
allow of the easy insertion of a syringe-pipe. 

The following is the eimpleat and readiest mode of intro- 
ducing the instrument : let the patient be seated, if possible, 
I his head thrown back and supported, and hia mouth widely 
opened, and kept open, if necessary, by a piece of wood, or 
something similar; then the surgeon, taking his position in 
front of the patient, guides tho stomach-end of the tube, pre- 
viously oiled and having the stilet in its cavity, towards the 
posterior wall of the pharynx ; the stilet should now be with- 
drawn, in order to allow the tube to curve more readily aa the 
surgeon pushes it downwards through the pharynx and ceso- 
phagus. If the patient be possessed of his faculties, and his 
brain he in a condition to respond to impressions made upon 
sentient surfaces, the tube will be drawn downwards to the 
(Esophagus by the contraction of the pharyngeal muscles, as 
in swallowing, so soon aa the point of the instrument cornea 
within the sphere of their action ; the surgeon therefore is as- 
sisted in the performoQcc of the operation, which is thus made 
much easier. But it happens very often that the patient upon 
whom the operation is being performed has stupified himself, 
so that no reflex muscular action takes place. The entrance 
of the tube into the larynx will be recognised by a spasmodic 
^LfiODgh, or by the rushing of the air through the canal thus in- 
^H^duccd ; tho mistake should at once be rectified, 
^P Pluids may be thrown into the stomach through the tube, 
ty means of a common syringe, or of the stomach-pump pre- 
pared expressly for this purpose. The first is the moat sim- 
ple and is equally effectual. Care should be exercised that 
^^the liquid injected be of a proper temperature. 
^L If the object be to remove liquid matters from the stomach, 
^El certain amount of fluid should be first introduced, either 
^H^ple tepid water, or some other fluid capable of neutralizing 
" the noxious matter which may have been swallowed ; then tho 
whole should be withdrawn by means of the syringe, and the 
stomach thoroughly cleansed by repeated injections of warm 

water, or mucilage. 

Patients wlm are unuhle to swallow, or who obstgnately r 
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fuse to swallow, food, tnay he Bustained by itijections of nuiri 
ttons fliiidB into the etoraach through the stomnch-tube. 

When it is desirahle that the tuhe ahali he allowed to re- 
main in the stomach for any length of lime, it is recommended 
to be introduced by the nostril. For this purpose, a tnhe ra- 
ther smaller is preferable than if the Other method be selected ; 
it is pushed backwards along the floor of the nostril, and when 
it hos reached the edge of the velum, the stilet is withdrawn, 
and the flexion of the extremity of the tube aided, if neces- 
sary, by the finger carried through the mouth. This meihod 
is not quite so easy as the first. 

4. CATHETERieM OP THE DRETHKA. — Very often the uri- 
nary-bladder, both of the male and female, becomes distended. 
being deprived, from a variety of caunes, of its natural expul- 
sive power over its contents ; in such circumstances, it becotnes 
necessary to resort to some artificial means of relief. In 
many cases, the difficulty may be overcome by employing re- 
medies which tend to relax spasmodic muscular action, such as 
a full dose of opium administered by the mouth, or in the form 
of a small enema ; — or an enema of camphor ; or. again, a hoi 
bath may be tried ; often, too, the operation of a full purgative 
clyster will be attended with evacuation of the bladder. But 
where these and similar means fail, it is requisite to introduce 
the catheter through the urethra into the bladder itself. 

Catheterism of thh urethra of the male, — The in- 
strument used for this operation is a cylindrical tube made of 
silver, or of gum elastic; it should be about nine inches long 
and of a diameter suited to that of the urethra, which of course 
varies in size according to the age of the individual and to 
certain morbid conditions of the canal; the extremity which 
enters the bladder should be conical in shape, closed at its 
point, but perforated just above the latter with two or more 
well-opened eyes ; a moderate degree of curvature should also 
he given to this part of the catheter, though a perfectly straight 
instrument may be passed through a healthy urethra; the 
other extremity of the tube is open, and generally has a, small 
ring attached to each side of it, for the purpose of atfording 
means of confining the instrument in the bladder, if occRsioii 
require, {fig. 162.) The double catheter represented in fig. 
3, will be found a very convenient instrument. When t ie 
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gum elastic catheter is used, the proper curve and firmness 
are given to it, hy hending the iron wire inserted in its cavity. 

The following will be found the most convenient method of 
introducing the catheter, in most cases : The patient should 
lie upon his back, or be a little inclined towards the right side, 
his thighs semi-flexed and separated, and his back slightly 
raised in order to relax the muscles which would, otherwise, 
somewhat constrict the canal ; the surgeon places himself on 
the left side of the patient, and exposes the head of the penis 
with the thumb and fore and middle Angers of the left hand, 
at the same time making slight compression upon the glans 
penis so as to open the extremity of the urethra ; he holds the 
open end of the catheter, previously warmed and oiled, in his 
right hand, between the thumb and the fore and middle An- 
gers, the concavity of the instrument looking downwards, and 
engages its point in the orifice of the canal, the direction of 
the tube corresponding with the line of flexure of the groin ; 
(fig. 163.) With a moderate degree of force, the instrument, 
still in this line of direction, is pressed onwards through the 
canal until its point reaches the membranous portion of the 
urethra beneath the arch of the pubis, when the right hand of 
the surgeon, and with it the catheter, is gradually raised and 
at the same time carried towards the middle line of the abdo- 
men, after which it should be thrown downwards more and 
more between the thighs ; its passage through the circle of the 
sphincter muscle at the neck of the bladder will be indicated, 
generally, by a slight shiver, or tremor, or a sensation of nau- 
sea, on the part of the patient, and its entrance into the blad- 
der itself by the escape of urine through it ; this should be 
prevented by the application of the thumb upon the open end 
of the catheter. 

With practice, the instrument may be introduced into the 
bladder, if the urethra be in a healthy condition, without 
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toui-iing the penis at all with the hand, uffer the point of 
the catheter hog entered the orifice of the canal ; and this 
will be found to be the least painful method to the patient, 
as yrnU as the one perhaps least liable to obstacles, for the 
instniment will glide along through the urethra without 
beinp deviated by any forced position of the penis. In 
either method, an instrument of as large a diameter as the 
urelhra will admit will he more easily introduced than k 
small one. 

Some of the French surgeons are fond of practising the 
"tour de maitre," as it is called, and this will sometimes 
answer when the more common method has failed. The 
patient mey either stand, or lie down, or occupy a sitting 
posture ; the surgeon stations himself on the right side, and 
carries the instrument down the urethra to the arch of the 
pubis, with the concavity looting downwards; when it 
has reached this point, he gives it a turn of a half circle, bo 
aa to bring it parallel with the middle line of the hody, the 
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concavity looking upwards ; this movement, conjoined with 
a little pressure, generally causes the instrument to enter the 
bladder. 

Even in perfectly healthy urethras, the catheter often 
meets with impedimenta to its course along the canal, but 
these are readily obviated. Thus the point of the instru- 
ment may come in contact with the front of the pubis, 
owing generally to slight deviation of the position of the 
penis, or to too great pressure against the superior surface 
of the urethra from the point of the catheter. Again, when 
the tube has come within the action of the muscles which 
compress the membranous portion of the canal, and, still 
more, when it has reached the neck of the bladder, its farther 
advance will be often checked by the contraction of the mus- 
cular fibres at these points ; but a little patience on the part 
of the surgeon is all that is required to overcome this momen- 
tary obstacle. 

When the cause of the ol)struction is an organic alteration 
of the urethra, or of the parts connected with it, much more 
difficulty is experienced in the introduction of the catheter. 
The most common sources of embarrassment of this kind aro 
stricture and enlargement of the prostate gland. 

If there be a stricture of the urethra, the size of the ca- 
theter must be adapted to the diminished calibre of the canal ; 
it is necessary, therefore, to have a number of catheters of 
diiferent sizes always at one's command. The resort to much 
force in introducing the instrument should be avoided, parti- 
cularly when the stricture is within the pubic portion of the 
canal, as a false passage may be made more easily at this 
portion than in advance of it. The operation may be assisted 
by drawing the urethra over the catheter ; by first using a 
large instrument, until the stricture is reached, and then 
drawing the penis over it, so as to make an entrance fully 
into the strictured part, then taking a smaller instrument 
with a resort to the same manipulation. The use of the 
warm-bath, the application of warm fomentations to the peri- 
naeuro, or the administration of anodyne enemata, or inducing 
anaesthesia by inhalations of ether or chloroform, will usually 
assist the operation, by relaxing the muscles which directly 
or indirectly constrict the urethra. In the London Lancet, 
for 1851, Mr. Thomas Wakley describes a method of eflFecting 
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prompt dilatation of the urethra whicli may prove very M^| 
viceable in affording relief to pereonB Buffering from reteDtI<» 
of urine, with stricture. He employs a series of instrutDents. 
He first introduces & very fine bougie, and upon this, as on a 
director, a small catheter, and so on, gradually increasing the 
Bize of the cathoter, until one of sufiicieut dimensions has been 
passed. 

M. Amussat frequently resorts to forced injections of the 
urethra, to relieve retention caused by stricture. He intro- 
ducea a catheter of gum-elaatic, open at both ends, as far 
as the stricture, and then, by means of a syringe, forces a 
stream of warm water along the urethra; this removes any 
mucus which may have collected, and dilates the canal some- 
what, so that the patient can generally pass a small quantity 
of urine. 

One of the most common causes of difficulty in the intro- 
duction of the catheter, particularly in old men, ia an abnor- 
mal development of the prostate gland. The middle lobe 
becomes enlarged, sometimes to a very great degree, and 
encroaches, proportionally to its size, upon the canal at the 
neck of the bladder, thereby opposing a mechanical obstacle 
to the ingress of the instrument. (,Fig. 164.) There an 




several expedients by which this difficulty may gener.illy l>e 
remedied. If the gland be not very large, a silver catheter 
may usually be passed, by pressing the external end of t ha 
instrument well doiuiwarjs, when the pulnt has rcucheil B^^ 
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ifrostnte; or n guni-elBStic catheter may be introduced by 
withdrawing the stilet a little, when the prostatic part of the 
iirethra hu been attained, and pushing the tube onwards with 
moderate force and cautiously; the point of the instrument, 
iieeting with the obstacle, will yield to it in virtue of the 
pexibility of the gum, and will be thrown upwards so as to' 
jlear the obstruction. If these methods fail, the surgeon 
ihould insert the forefinger of his left hand, previously oiled, 
Oto the rectum, and press the point of the catheter upwards 
^wards the pubis: if the gland is very large, the patient 
pbodd assume the erect position, or he may bend his body 
ferwarda, supporting his hands against the back of a chair or 
pk table, BO that the mere wmght of the prostate will open the 
peck of the bladder to the passage of the instrument. In 
cases of obstruction from this cause, the curve of the catheter 
«tould be somewhat increased, 'especially near its point, so 
(hat it will pass over, and in advance of, the enlarged gland, 
instead of impinging directly against it, as would probably be 
the case were the degree of curvature smaller. 

Many persons sufi"er very much from the performance of 
-this operation, even where there is no stricture ; others, again, 
experience severe rigors, or fainting-fits. If those peculiari- 
ties be known to exist, it is better, unless contra-indicated, to 
put the patient under the influence of ether, or to diminish 
their sensibility by opium ; and if such effects follow the ope- 
., ration, morphia should be given to allay them. And in all 
L difBcult or protracted cases, the same expedients may be re- 
LflOrted to with great advantage. 

Where much difficulty is experienced in introducing the 
catheter, or in the process of dilating a stricture, it is often 
advisable to allow the instrument to remain in the bladder. A 
silver catheter is borne with rather less comfort than a gum- 
elastic, but the latter soon becomes corroded and roughened 
by the action of the urine upon it ; hence if the gum catheter 
ifi used, it should be removed at least once in every twenty- 
four hours, and a new one substituted for it, 

A very simple mode of secoring the catheter in the blad- 
der is the following : pass a ring made of ivory or of metal, 
covered with linen, or of a cylinder of linen stuffed with 
cotton, over the penis, and secure it against the pubis by 
means of four tapes passing around the pelvis and 
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the thighs, on each side ; attach the catheter to this ring bj 
tapes connected with the rings of die 
""* '" 'nstrument, or tied around ita extremitj, 

f t be a gura-elastic tube, 
M Velpeau advises that a piece of 
n be passed around the penis, just 
d the corona glandis, and tbat foui 
pe Bcciired to the rings of the inptm 
n n or tied around the extremity, be 
t ned about it. (Fig. 165.) The first 
pi n w 1 ho Ifss likelv to canee injury 
be penis, in case of erection of the 

Catheterism of the female urethra i» 
ended with fewer diflicuUies than tbil 
of tha male, owing chiefly to the diffiT- 
e ce n ti e CO fo m on of he two canals. 

1 he ns rum etnj v 1 n the operation is made of silTsr, 
g ay f m and d nensions may he very well aeeii by 

a ele ence to fig S A and B, and to the text exptanattiry 
of t Eu gum e as c ca heter, even without & stilet, in«y 
ea ly b a oducel The only difficulty in the performance 
of the operation, in most instances, consists in inserting the 
point of the catheter into the orifice of the urethra, witboot 
exposing the parts ; but a very little practice upon ibe subject 
will enable the surgeon to acquire sufficient skill to opicTale 
satisfactorily on the Lving female. , 

The simplest rule which can be given for ascertaining the 
position of the orifice of the urethra in tlie female is this: 
(the patient being on her back,) introduce the tip of the fore- 
finger of the right hand within the luhia and the orifice of the 
vagina, and press its palmar surface against the suinmit of the 
arch of the pubis, at the same time pushing the puint of tb« 
linger a little forwards ; it will now readily and tmmedisielv 
feel itself entering the moutb of the canal, which is forced a 
little open to admit its tip. 

The catheter may bo thus introduced: place the point el 
the forefinger of the right hand at the orifice of the urethra, 
nsjust directed, and with the left hand enter the catheb-T, 
using the finger of the right band as a guide ; or only one 
hand need be cmjiloycd, thus : lay the catlieter upoQ the palm 
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of the right hand, the point of the instrument resting on the 
top of the forefinger, the other extremity on the ball of the 
thumb, and supported in this position by the thumb and 
middle-finger, both somewhat flexed ; now place the tip of the 
forefinger at the orifice of the urethra, in the manner already 
directed, and with the thumb and middle-finger cause the 
catheter to glide along upon the fore-finger and enter the 
canal. 

When the uterus is higher up in the. pelvis than usual, from 
any cause, the orifice of the urethra is usually drawn behind 
the arch of the pubis ; in such cases, the point of the finger 
must be introduced a little farther than is otherwise neces- 
sary, in ascertaining the position of the meatus, and rather 
behind the pubis ; but the operation is scarcely rendered more 
difficult on this account. 

It sometimes happens that the urethra is much compressed 
against the pubis by a tumour in the pelvis, as a child's head 
during labour; in such circumstances, if it is necessary to 
remove the urine from the bladder, a gum-elastic catheter of 
small size should be used, or, which is perhaps better, a flat- 
tened silver catheter ; such an instrument can be had at the 
shops of surgical instrument makers. 

Should it be deemed advisable to allow the catheter to re- 
main for any length of time in the bladder, it may be easily 
secured by applying a double-T bandage around the pelvis, 
and attaching the rings of the instrument to the strips which 
pass between the ,thighs and over the perinaeum. 

5. Catheterism of the large INTESTINE is Sometimes 
resorted to, for the purpose of removing the gases which accu- 
mulate so largely in some diseases. Thus, in peritonitis, the 
bowels often become so much distended with flatus, as to 
aggravate the patient's suffering in a high degree. In such 
cases, relief is occasionally obtained from the introduction of 
the common stomach-tube. The mode of performing the 
operation is simple in the extreme ; and yet, from the tortuous 
course of the intestinal canal, it is often exceedingly difficult 
to pass the tube to any considerable distance above the rec- 
tum. The most successful plan is to select a large-sized 
stomach-tube, having wiihin it a stilet of whalebone sufficiently 
thick to impart to the tube a certain degree of firmness, yet 
80 flexible as to accommodate itself to the windin^: course of 
28 
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the canal ; tlio tube should be oiled, anil introduced wa l 
rotatory motion and slowlj: the point of the catheter may 
often be felt passing along the sigmoid flexure of the colon, 
by the hand placed on the parietea of the abdomen. If the 
operator fail in hia first attempt, he should change tbe posi- 
tion of the patient, and make another effort. It is sometimes 
useful, when the farther advance of tbe tube seems to be pre- 
■vented, to throw a stream of tepid water through it from a 
syringe inserted into its trnm pet-shaped orifice, 

6. Catheterism of tog larynx and trachea is rarely 
practised ; but in some cases of (edema of the glottis and 
similar obstructions, it may perhaps be advisable to pass a 
tube into the air-passages from the mouth. The operation is 
more difficult of execution than catheterism of the oosophagas; 
sometimes, indeed, it is impossible, as when the rima glottidis 
is spasmodically closed : the patient being seated, or recum- 
bent, the head should be thrown back, the mouth widely 
opened, and tbe base of tbe tongue depressed by means of a 
spoon ; then the surgeon, taking a silver tube curved like tbe 
ordinary catheter for the urethra, but rather larger and open 
at both ends, or a stomach-tube curved by means of a stilet, 
passes it through tbe mouth directly into the larynx, the pa- 
tient being directed to prolong his inspiratory act: a momen- 
tary cough may be excited by the entrance of the tube into 
the larynx, but this may soon subside, so that tbe instrument 
may be permitted to remain, having been secured by attach- 
ing its external end to some conveniently-placed baudage, aa 
around the neck, for example. 
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ON THE AOMIBIBT RATION OS INJECTrONS 



The term injections, or enemnta, is applied to liquiria in- 
troduced into the canals or cavities of the body by meanB of 
Byringes contrived for the purpose. 

The matter of the irjectioa consists of water, holding in 
solution, or suspension, certain medicinal substances, intended 
to produce some special effect, — or of water alone. 

The syringes used in the administration of enemata vary in 
form and size, according to the amount of fluid to be injected, 
and the canal into which it is to be introduced. The rectum, 
the vagina, the urethra, and the lachrymal duct are the pas- 
Bages wiiich are most frequently acted upon in this manner. 

1. Injections by the rectum. 

The syringes for the rectum are made of difi'erent sizes, to 
contain from two fluid ounces to a pint, or more. In select- 
ing them, those instruments should be chosen of which the 
beaks are large and well-rounded at the extremity, so that 
there shall be less probability of inflicting any injury upon 
the mucous membrane of the rectum during their intro- 
duction. 

Before using the syringe, the beak should be warmed and 
anointed with oil, or lard; and when it is being introduced 
into the rectum, great gentleness and caution should he 
observed, otherwise, as has happened at times, the intestine 
may be torn, or even perforated, particularly when its Coats 
are not in a perfectly healthy condition. Its entrance into 
the anus may be facihtated by first passing in the forefinger 
of the left hand, well oiled, and then sliding in the beak upon 
it. While the piston is being forced down with the right 
hand, the head of the syringe should be firmly held by the 
fingers of the left, so that the instrument shall not be pushed 
further into the bowel. The fluid should be forced from the 
a gradually ; and after all has been ejected, the beak 
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the instnunetit eliouM le retained n, few moitiente In tlie 
rectum, lest, during its removal, tlic injection pass out with it. 

The above reniarka are of general appHcahility ; there are 
some Diodifi cations of the process, however, which should be 
borne in mind. Thus, it is frequently advisable that a large 
quantity of fluid eball be thrown into the bowel, a larger quan- 
tity than can be contained in the syringe usually emplnyed. 
In such cases, the instrument must be carefully and slowly 
withdrawn from the anus, refilled, and again introduced and 
emptied, until the requisite amount shall have been injected; 
or, the self-injecting syringe may be more conveniendj used 
— an instrument made like the common forcing pump, having 
connected with it one tube, through which the fluid enters the 
syringe from the vessel which contains it, and a second, which 
is inserted into the rectum, and through which the injection 
finds its way into the bowel. With this very convenient ap- 
paratus, any quantity of fluid may be thrown into the large 
intestine, until it is filled, either by the patient's self or by sn 
attendant. Again, it sometimes happens that an obstruction 
of the lower part of the bowel prevents the introduction of the 
matter of the injection beyond a certain point, if the ordinary 
method be adopted. In such cases, it is customary to pass a 
stomach tube, in the manner recommended in the last chap- 
ter, as far into the canal as may be practicable, and to inject 
the fluid through it. This method will be found effectual, 
oftentimes, in overcoming the constipation which attends some 
cases of colic. 

The composition of the enema must be adapted to answer 
the particular indication for which it is given. When it is 
employed merely to distend the bowel by its quaptity, simple 
warm water, or warm mucilage, may be used. The ordinary 
purgative injection consists of a tublespoonful of common salt 
and the same bulk of molasses, dissolred in a pint of warm 
water, to which a small piece of soap may be added with ad- 
vantage. The anodyne enema consists merely of half an ounce 
or an ounce of mucilage, holding in suspension or solution the 
anodyne element, — as, for example, thirty-five or forty dropa 
of laudanum. This small quantity of fluid is preferred, as 
being less likely to induce contraction of the expulsive tnus- 
cles by its mere presence, than if a larger amount were intro- 
duced; and this fact should be recollected in giving any injec 
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; retained in the rectu 
upon the economy. 



i^hich IB intenileii t 
duce some general imprE 

" Stippositoriee" are BometimeB used aa substitutes for eno- 
mata : they may be bo formed as either to induce an evacua- 
tion of the lower bowel, from the irritation of their presence 
in the rectum, — or, in conaequenee of the absorption of the 
medicated materiala of which they are composed, they may be 
retained for a conaiderable length of time in the gut, and pro- 
duce the peculiar effect of the medicine upon the system. 

The suppository intended to produce catharsis ig ordinarily 
made of a piece of castile soap cut to correspond with the 
form and size of the rectum ; it sliould be oiled, and then in- 
serted gently within the sphincter muscle. 

Any medicine may he administered in the form of a aup- 
pository, by combining it, in the state of powder, with liquo- 
rice, cocoa-butter, or some other soft adhesive substance ; then, 
having reduced the maaa to the proper dimensions and figure, 
let it be oiled and introduced into the lower extremity of the 
rectum. As a general rule, the quantity of the medicine used 
in the suppository may be three or four timea greater than 
the proportion of the same medicine, when given by the 
month. 

It should he borne in mind that a very frequent resort to 
the employment of suppositoriea, or to the administration of 
injections, produces irritation of the mueous membrane lining 
the lower part of the rectum, and is apparently an exciting 
cause of the development of haemorrhoids and other organic 
alterations of this portion of the intestinal canal. 
2. Injections by the vagina. 

The vaginal syringe ia usually about four inches long and 
an inch in diameter, terminating in a rounded head which is 
pierced with a number of holes, like a aieve. 

No especial directions are required to enable one to intro- 
duce this instrument, farther than that it should be oiled be- 
fore BO doing. 

The cavity of the uterus itself may be washed, by paasinj 
I ft gum-elastic catheter through the os uteri, and injecting tim 
W interior of the organ with tepid water or mucilage, by means 
I df an ordinary syringe, of which the beak is inserted into the 
B'«pen extremity of the catheter. 
■ • S. Injections by the urethra. 
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A smnll glnFS eyrinpe capable of rcntaininfr tthimt half 

ounce, and having a benlc well rounded nt the tip, is the hest 
instrument ffir itijeclin^ the urethra. The piston should ter- 
minate, at its free extremity, in a ring Inrge enough to receive 
the thnmh, bo that the fluid may he forced from the syrinpe 
and the syringe itself held by the right hnnd, while the left 
Biipporta the penia. The beak of the instrument bIiohM l>e 
oiled and inserted very curefully into the orifice of the ure- 
thra, lest the lining membrane be injured. 

Ic is generally recommended that pressure be made upon 
the perinreum opposite the neck of the bladder, in order to 
prevent the fluid of the injection from entering the csvity of 
this organ ; hut this precaution is scarcely necessary, if the 
piston of the syringe is forced down with a proper degree only 
of rapidity, and if only stiSicient fluid be expelled to fill the 
cnnal, — the sphincter muscle preventing the fluid from reach- 
ing the bhidUer itself. 

The interior of the bladder may he acted upon bv fluid in- 
jected tJirough the urethra, a catheter having been first intrn- 
duced, and the beak of an ordinary syringe, or a gum-elastic 
bag, then inserted into the motith of the tube. But it is much 
more convenient to use a catheter having two passages, a«in 
fig. 166. In the drawing the division of the tube is indicated 
by the dotted line and the star ; at a the nozzle of the syringe 
(b) is received ; the fluid from the latter passes along to the 
bladder through the eye marked by one of the arrows, and 18 
returned from the bladder through that marked by the other, 
to escape from the catheter by d. The stilet c is for the pnr- 
pose of removing any obstruction which may occur in the ca- 
theter ; it is made of steel, so thin and flexible as to be capable 
of being readily pushed into the chambers of the instniraent. 
as indicated by the dotted curved line. (See Mr. Fergusson's 
book, p. 588.) 

Care should be taken, that the fluid thus introduced into 
the bladder has been freed from all solid matter which, if re- 
tained, would serve as the nucleus for calculous formations; 
it should, moreover, be tepid in temperature, and of a slightly 
mucilaginous character. 

In injecting the urethra of the female, a catheter should 
first be inserted within the orifice of the canal, the beak of I 
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inge adapted to it, and then the fluid forced through tlie 
(iube into the urethra. 

4. Injection by the lachrymal duct. 

The instrument by means f>f which this is accomplished, ia 
known by the name of " Anel's syringe ;" it is a small syringe 
having a number of very fine tubes appertaining to it, one of 
Tfhicb, when the duct is to be injected, is attached to the beak 
of the syringe and then inserted into the inferior puncture 
lachrymal. The method of using the instrument is thus de- 
Boribed by Malgnigne : " Seat the patient opposite the light. 
If you operate on the left eye, stand before him, and with 
the thumb or fingers of your left hand draw the lower lid out- 
wards and a little downwards, so as to direct the lachrymal 
(puncture forwards and outwards. Then, having filled the 
'•yringe and applied one of the small tubes to the beak, hold 
the instrument as a pen in your right hand, which you rest 
on the cheek, and carefully insert the end of the tube in the 
puncture; first, obliquely downwards and inwards, then, after 
having entered one line, directly inwards. At the distance 
-of three and a half lines you may stop, but it is advisable to 



s far aa four and a half H 



1 order to reach the 
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sac; then inject slowly, at first." On the right eye the ope- 
ration may be performed also with the right hand, by stand- 
ing behind the patient, and resting the hand upon the exter- 
nal orbital process of the frontal bone. If the duct is pervi- 
ous, the fluid thus injected will pass through it and appear 
externally by the nostril ; and if it be not pervious at first, 
the obstruction may oftentimes be removed by repeated use 
of the syringe. The first injection should consist of tepid 
water or mucilage ; subsequently, the fluid may be rendered 
somewhat astringent, or be otherwise medicated. If the in- 
jection cannot be passed through the duct, a fine silver probe, 
of which the point is round and smooth, may be introduced 
as directed for the syringe. 



CHAPTER VIII. 



1. Tub GLOBK of the eye, from its exposed position, ia very 
liable to have foreign bodies, as particles of dust, cinders, and 
minute insects, come in contact with it; not un frequently, 
also, sharp splinters of iron or steel are driven forcibly against 
it and imbed themaelvea. The pain in such inHtances is con- 
siderable, sometiiDes excruciating ; more or less profuse 
lachryraation takes place, and the patient is unable for a time 
to make use of the eye without discomfort. 

Frequently, the profuse secretion and escape of tears are 
sufficient to wash away the offending substance, aided hy the 
friction which the patient almost unwillingly exercises. When 
not thus removed, the lids should be well opened and the globe 
carefully examined, while the patient rolls the eye-ball in 
various directionsj if the object be thus brought into view, it 
may be removed by the point of a camel's-hair pencil, by the 
corner of a pocket handkerchief, the end of a tooth-pick or 
probe; or it may he necessary to throw a fine stream of tepid 
water gently between the lids; or, finally, if a particle of 
metal or such body he adherent to the structure, it must he 
removed hy a pair of delicate forceps, or by the point of a 
cataract needle ; in such cases a magnet would hardly accom- 
plish the removal. 

Very generally the offending object will not he detected by 
the examination to which we have alluded; it will then be 
necessary to scrutinize the inner surface of the eye-lids. 
The lining membrane of the lower lid may be readily seen hy 
depressing the lid, at the same time that the patient rolls the 
eye upwards ; to expose the conjunctiva of the upper lid, the 
Burgeon should seize the lashes, and by these draw the lid a 
little off from the globe, place a probe, a tooth-pick, or some 
siuiilar instrument, across the lid just above the superior 
border of the cartilage and parallel thereto, and, while the 
patient looks downwards as much as possible, throw the lid 
[33;!) 
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over the probe, tbus turning it "inside out;" all these t_ 
are done at once. If the object be Been, it maj be remove 
by any of the meana above intlicated. 

It muat be recollected that the eenso of itching, pain, &c., 
occasioned by the pressure of the irritating substance, usunlly 
reraains some time after the eauao has been removed. This 
disturbance, however, will commonly be relieved by the ap- 
plication upon the closed lida of tepid or cold water, aa is 
most agreeable to the palient. 

2. Removal op foreign subbtakcbs from the NosTBrL, 
— Children are not inapt to thrust beans, coffee grnins, but- 
tons, and such small bodies, into their own or others' nostrils, 
in fun or malice ; or they may be drawn up into the nose by 
smelling them strongly. Careless or ignorant manipulation, 
instead of dislodging them, only forces tbem farther towards 
the summit of the nasal chamber. The lining membrane of 
the nose becomes swollen, in consequence of the pressure of 
the irritant and of the efforts made to remove it, blood flows 
more or less freely from the ruptured vessels, and the cavities 
become additionally occluded by clota of blood. When the 
Burgeon' is sent for he finds the Inside, and perhaps also the 
exterior, of the organ swollen, and ia unable to see the offendini 
substance. In such a case, it is best to syringe the nose with 
tepid water, to dislodge coagula of blood, and inspissated mucus 
which obscure the cavity ; perhaps the aame means will likewise 
loosen and wash down the foreign body; if not, let the sur- 
geon pass a flattened probe, slightly curved, into the noae 
beyond the object, and endeavour to drag it downwards ; the 
Bpoon-ahaped extremity of the silver director will answer this 
purpose very well ; or the substance may sometimes be caught 
in the nooae of a wire-armed canula. Either of these instni- 
ments will be more likely to succeed in engaging the object 
sought than the forceps, for the latter cannot asnally be 
worked with advantage, and even if the foreign substance be 
grasped, it will slip from the blades repeatedly. 

If it bo not thrust high up in the nose, and only loosely 
fixed, it may be dislodged by exciting violent sneezing, ihe 
other nostril being closed the while. 

Occasionally, children are so much frightened by the acci- 
dent and the efforts mnde to relieve them, as to be entirely 
uu" nan age able, and thereby expose themselves to injury froto 
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R^tteiiipta at cxtrrtction of the foreign body. It ia better, 
Bnder these circumstance a, to quiet the patient by inhalutioiK 
of ether, and then resume the operation nnder more favour- 
able auspices, or to wait until the dread shall have passed off. 
There ia usually, however, no auch difficulty. 
, Soothing applications should be made after the operation, 
if the local symptoms seem to require any interference. 

8, Extraction of fokeigs bodies from the bsternai 
MEATL'S OF TilE Ear. — The lining membrane of the external 
auditory passage, especially near the mem- 
brana tympani, is so exquisitely sensitive, ^'°- >" 

that great pain and irritation, sometimea 
convulsions, are produced by the entrance 
of foreign substances. Insects, the moat 
common of which ia the "■ear-wig," splin- 
ters, small pebbles, &c., &c., are not un- 
frequently introduced, or insinuate them- 
selves into the external ear. Attempts to 
remove them should be made with great 
delicacy, as very unpleasant consequences 
liave often followed carelessness and rnde- 

The passage should he examined by the 
.{lid of the speculum, such as is represented in 
fig. 167, a conical silver tube carefully smoothed, and brightly 
poiiahed ou the inner surface, or the little gorget-like inatru- 
nicnt shown in fig. 168 ; and if the object be seen, it may, 



erbaps, be removed by a flattened silver probe, eliizhtly 
curved, or the scoop-ahaped end of a director, or the little 
curette, or the delicate forceps, used by Mr. Wilde. {Fig. 
16Q.) In consequence of the straighCness of the passage, 
however, the surgeon may not be able to manipulate conve- 
niently with, or guide, any of the instruments to which v 




have alliideii, hia hand being in tlie way of his vision ; he will 
then find the forceps illustrated in fig. 170, more nnanageable. 




But in moat cnaes, more cnn be done, perhaps, by means of a 
ayritifte and tepid water, than by any other instrument, and 
with leas danger of injuring the patient; this ia particularly 
true if an insect have found its way into the meatus, or tf 
wax have became impacted therein. 

It is neceasary to guard against inflammation, both befim 
and after tho removal of foreign bodies from this situation. 
(See Wilde's Aural Surgery.) 

4. Foreign bodies occasionally become lodged in the 
Pharynx and (Eaophayu*. Siuiill objects, such as pins, hnt- 
tona, fish bones, are apt to becunie arrested in the folila and 
pouches at tho base of the tongue and palate, causing con- 
siderable uneasiness and constant coughing and hawkiog 
rather than actual strangling; while bodies of larger eiae are 
caught at the narrowest part of the pharynx, and by thdr 
pressure upon the larynx, or the spasmodio irritation which 
they produce in it, endanger sufi'ocation. 

The exact point of lodgement should first be ascertuned, 
by careful exploration with the fore-finger of the right bud, 
fcS well as by the eye, of the surgeon — the patient's mooth 
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being widely opened. The situation having been determined, 
the surgeon may best remove the offending object by his finger- 
iiait, or by & pair of dresBing-forceps, if it be not too low 
down. 

If the BubstiiDCe in question be impacted in the oeaophagns, 
its situation must be ascertained by sounding with the pro- 
bang, (fig. 171,) a flexible rod of smooth whalebone, tipped 
Fia. 171. 



with a, Sponge, or rounded block of ivory ; if it be low down, 
near the stoDiach, probably the best course to pursue is to 
push it still onward into this cavity, by means of the pro- 
bang ; if it be nearer to the pharynx and accessible to instru- 
ments, the effort should be made to seize it with the gullet- 
forceps, as represented in fig. 172 ; or, instead of the forceps. 
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a hook attached to a whalebone, as is e:ihibite«l in I 
Fio. 173. 




may be paased between the body and the wall of the cesophii- 
gus, and then, when it is beyond the former, drawn up again; 
the instrument being provided with a hinge, which 
Fib. 174. pcrmitB its bladea to close as it is pressed between 
the gullet and the foreign body, while they open 
again when the pressure is removed, and thus en- 
tangle the latter. 

But a much more simple and effectual hook ia 
that contrived by Dr. Bond, of this city (fig, 174); 
it is so simple that many may be inclined to think 
little of it. It is longer than the common gullet- 
hook, and seta out rather more from the stem at its 
extremity, while at its commencement it forma quite 
an acute angle with the shaft, and ia thus capable 
of engaging objects so small as a pin or a needle. It 
is made upon a piece of copper wire, silvered, or 
upon a piece of silver wire, long enough to reach 
even to the stomach, and sufficiently Bexible to be moulded to 
any shape. It will be found to be a most efficient instra- 
ment ; indeed, one can accomplish more with it than with any 
other means. 

It ia very well to have two pair of gullet-forceps, opening 
in opposite directions, as those figured by Professor Miller. 
(fig. 175) ; in these, it wiii be observed, the inner face of each 
blade ia fiat, and toothed near the extremity. Dr. Bond has 
also contrived a gullct-foreeps, (see fig. 176), the inner face 
of whose blades are levelled off towards "each other, and 
toothed ; and they are so set that they do not come together 
closely ; consequently, there is but little probability of catch- 
ing the lining membrane of the ccsophagoe between Ihcm. 
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Fio. 175. 



Fio. 176. 




These forceps are in general use in this city, and are prefer- 
able, we think, to all others. (See an interesting paper by 
Dr. Bond, in the North American Med. and Surg. Journal, 
vol. vi., in which he describes both the forceps and the hook.) 
Sometimes, though happily very rarely, it is impossible 
either to draw the body upwards, or to force it into the sto- 
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mach; tliori, if tlio symptoms Im urgent, it remama oti]^ 
make an incision upon it at the siilc of the neck, and removs 
it from without. 

If the foreign euTiBtance be withdrawn from the gullet, it 
13 a(]visalile alwaya that' the patient should make use of Bcrnie 
mucilaginous article, ns slippery-elm bark, or gum arable, to 
lubricate the lining membrane and to protect it, while bo re- 
cently irritated, from farther annoyance during the passage 
of alimentary substances. And if the offending object have 
been pressed down into the atontach, especially if it be irrita- 
ting, unless it be chemically so, rather than give pnrgatiTe 
medicines to promote its evacuation per snum, demiilcienis 
and mucilages should be taken freely by the patient, in the 
hope that it may become more or less enaheathed, and thna 
be rendered harmless : if it he likely to do mischief by chemi- 
cal action, the proper antidote should be promptly and suf- 
ficiently administered. 

5. Extraction op foreign bodies from the Lartss akd 
Trachea. — During the act of inspiration, the glottis is opened 
widely for the ingress of air, while but a narrow chink re- 
mains during expiration. Hence, during a fit of crying, 
laughing, coughing, yawning, or the like, the unusual inwarJ 
man of air often sufGcea to suck in, so to speak, bodies of 
considerable size. Among the articles which have been thus 
drawn into the trachea, are pieces of money, (a half sovereign, 
for example,) cherry and plum stones, small pebblea, grains 
of coffee and corn, teeth, (in one instance, a large molar wilh 
ita fangs,) pieces of grass, fragments of bone. The object 
once in, escape is difficult, from the diminished size of the 
orifice, hut especially from the spasmodic closure of the glottis, 
which the presence of an irritant almost necessarily induces. 

The symptoms produced by this accident vary accordinf; 
to the position occupied by the intruder. If it be fixed in 
the rima glottidis, asphyxia is rapidly produced, and speedy 
loss of consciousness and death, unless relief is procured by 
surgical interference. If it be moveable in the birynx and 
trachea, and if it change its position from time to time, tbcw 
alterations of site may occasion violent spasmodic cough, con- 
tinuing until complete exhaustion is produced, when a tem- 
porary cesKiition occurs, to he followed, upon revival, by the 
same phenomena. In otfier cases, the cough is only occv 
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«iona] and much less violent, reBemhling more the paroxysms 
of hooping-cough; again, it is more like that which attends 
an ordinary catarrh, or a pneumonia, bo aa to be mistaken for 
,ODe of these ; the nature of the expectoration is also similar 
to t'lat of these afTectiona. Auscultation will aid tbc recog- 
m both of the cause of these aberrations, if the history 
.have been unknown, and of the portion of the body, es- 
pecially if it he impacted anywhere, because such a condition 
almost always occasions local pneumonia, or collapse of that 
portion of the pulmonary structure which is connected with 
the bronchial tube thus occluded. Frequently, too, the exist- 
ence of the foreign body in the trachea and larynx, may be 
recognised by feeling it with the fingers placed on the outside 
j>f the passage, and its motions up and down in the tube may 
thus be followed. Besides the local symptoms enumerated, 
l^e general condition of tbe patient sufl'ers, he becomes ema- 
'eiated, feverish, &c. ; in fact, many persons who have acci- 
dentally had a foreign body lodged in the trachea, have been 
^supposed to labour under tuberculous diseases of the lungs. 

The cause of all these troubles may remain entangled in 
the ventricles and folds of the larynx, or he impacted in its 
"general cavity, or in that of the trachea ; it may have passed 
'into one of the bronchia, the right most probably, because of 
the size and direction of the latter ; it may even slip farther 
down into one of tbe smaller subdivisions of the bronchial 
tubes ; or it may, aa we before hinted, be arrested at the chink 
of the glottis, either at its first descent, or subsequently 
daring expiration. 

Before resorting to mechanical interference, the surgeon 
should satisfy himself by careful investigation into the history, 
as well as the present phenomena, of the case, that a foreign 
body has passed into tbe respiratory canal, and that the symp- 
toms are not due to inflammation, nor to impaction in tbe 
oesophagus or pharynx. 

Clearly, the attempt at removal of the object in question, 
by forceps passed into the larynx and trachea, is out of the 
aueation. The surgeon muat decide between performing tra- 
cheotomy and laryngotomy ; and removing the body through 
(he wound, on the one hand, and trusting to the expulsive 
efforts of tbe patient, aided by the surgeon. The first of 
2!J* 
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these procecJings iJoes not concern ii3 in thia treatiec ; we 
refer our readers to works on practical surgery. 

Ab regnrds the second course, it is very encourflping to find 
that Nature does often accoiDplish the extrication of the 
patient from circumstances of great peril ; but the enrpeon 
should be prepared to step in at any moment and perform 
the operation, if suffocation be imminent, or if there seem to 
be a probability that the longer sojourn of the foreign body 
in its abnormal situation will cause the death of the patient 
hy the irritation, inflammation and exhaustion, which it 
occasions. 

If violent spasmodic cough be induced at nny time, wilh- 
out tending to cause the extrusion of the foreign body, but 
serving only to wear out the patient's strength, it may bo well 
to try the effect of antcathetic inhalation, to diminish the sen- 
sibility of the air-passnges, unless the substance be Bnpposi-ii 
to he impacted at the glottis; and even then, the inhalation 
might have the effect of extricating it from its present position 
by relaxing the muscular spasm. Again, if a violent fit of 
coughing be induced, the patient should be inverted, and at 
the same time struck smartly between his shoulders ; by these 
simple means the air-passages have been relieved of their 
troublesome occupant. 

In the well known case of Mr. Brunei, the engineer of the 
Thames tunnel, an apparatus was constructed, with a binge 
in its centre, upon which be was extended ; ao that one end 
being elevated, the other was depressed, and thus the patient 
was inverted with as little suffering and fatigue to himself ns 
possible. Tracheotomy was performed by Sir B. Brodie, bnt 
all efforts to remove the foreign body {a half sovereign), by 
forceps introduced through the wound, were unsuccessful; 
the wound, however, was kept open, and on the 10th day after 
the operation, the patient being extended upon his platforni, 
by dint of striking hia back sharply, the coin quitted the 
trachea and fell into the mouth. 

In conclusion, we may aay with Mr. Fergusaon, that such 
examples as this, of which there are several on record, 
" clearly indicate the propriety of trying the effect of change 
of attitude in such cases ; for when we reflect how often per- 
Bona have died in consequence of the pressure of foreign 
bodies in the air-pnssagcs, and how, too, occasionally such 
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f -linucd coughing and siiflering, it is not nnreaaona.!)le to snp- 
I |>oBc that such a change of attitude, and Bome such Additionul 
I ■nieasurea aa were resorted to by the gentlemen who conducted 
I jthe treatment of the instances above referred to, might have 
Baved many lives." 

For farther details on this important subject, we refer to 
I J)t. Gross' valuable monograph on "Foreign Bodies in the 
I Air-Paasagea," Philadelphia, 1854; Dr. Stokea'a book on 
I diseases of the Chest ; to nn interesting paper by Dr. Davis, 
I in the New York "American Monthly," August, 1854 ; to 
Erodie's case, London Medical Gazette, July, 1843 ; and to 
Mr. Porter's treatise on the Larynx and Trachea. 

6. Removal of foreign bodies fuom the "UHBinBA. — 
The urethra of both sexes is liable to be blocked up, more or 
loss eifectually, by the lodgement therein of fragments of 
ralculi, portions of catheters or bougies which have been 
broken during operations, or by foreign substances introduced 
from malicious or otherwise improper motives. The seat of 
the obstruction varies — it may exist at any point. The symp- 
toms are, more or less complete retention of urine, local in- 
flammation and pain. The precise point of obstruction can be 
ascertained sometimes by manipulation of the exterior of the 
canal ; more certainly by the introductiou of a catheter or 

To remove the foreign body, it will be necessary sometimes 
10 resort to many expedients. The simplest is to introduce 
she largest sized bougie oi catheter down to the substance, 
hoping that by this great dilatation of the canal in advance 
Df the latter, it may be disengaged and forced out by the 
pressure of the urine from behind ; or the ingenious little in- 
strument of Leroy d'Etiollea, should be passed behind the 
impediment, then its arm thrown down, and both withdrawn ; 
or, again, a long slender urethral forceps, such as is shown in 
fig. 177, may be passed up to the obstacle, and efforts made 
to grasp the latter with it, and if necessary the body may be 
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drilled or crualied at the same tinie. If the impediment be 
located near the orifice of the urethra,' it may perhaps lie 
seized with a pair of delieate dressing-forcepB, or a loop of 
■wire, or be drawn out hy means of a bent probe ; or the 
canal may be dilated by the aid of Arnott's fluid dilator, c 
Weiss' metallic dilator. (Fig. 178.) 
i 




If none of these experiments be successful, nolhing re- 
mains save to cut down upon the foreign body and extrBcl it 
through the wound. This proceeding, boweyer, will rarely 
be necessary in the case of the female urethra, foreign bodies 
being extricated from it with comparative facility, owing to 
its atraightneas, shortness and capacity for dilatation. 

7. Removal of foreign bodies from the Vahina, can 
generally be accomplished without difficulty, if patience and 
gentleness be used, together with a snfliciency of olive oil. 
The passage is susceptible of very considerable dilatation, 
and consequently it can rarely be necessary to divide its walla 
with a cutting instrument ; the forceps and lever employed in 
obstetric operations, may also be resorted to advantageously 
in the case in consideration. 

8. ReMOVAJ, of FOREtON BODIES FILOM THE RkCTCM. — 

Indigestible aubstancea occasionally pass down from the upper 
part of the alimentary ean.il, and become arrested in the 
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rectum ; or from morbid sensibility of the mucous membrane, 
and a resulting spasmodic stricture of the orifice of the gut, 
faeces accumulate in large masses, so as not only to exercise 
a prejudicial influence upon digestion, but likewise to encroach 
upon the other organs contained in the pelvis ; or, finally, 
bodies, various in kind and size, may be introduced into the 
canal from without. 

To ascertain the nature, dimensions and situation of the 
abnormal contents of the rectum, the forq-finger, well oiled, 
should be passed into the bowel, or if this be not sufficiently 
long, a metallic or gum-elastic bougie may be introduced. 

If the intestine be occluded by a mass of hardened faecal 
matter, it may be removed by throwing up an abundance of 
tepid water from a syringe or gum-elastic bag, which will 
soften the accumulation and wash it down little by little ; or 
a scoop, a tea-spoon, or some similar instrument may be care- 
fully employed to break up the concretion. 

If the substance be solid, its removal may be effected by 
means of a pair of lithotomy forceps, or a small lever, such as 
obstetricians make use of, but reduced in size, or the scoop 
employed to clear the bladder of fragments of sand after the 
operation of lithotomy, (fig. 179,) or a loop of wire, intro- 
duced beyond the foreign body and then drawn out. 



Fig. 179. 
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If the object be very large, it may be drilled to fragments 
or crushed, as was done by Dr. Parker, of Canton, in the 
case of the large glass goblet introduced into the rectum of a 
Chinaman, reported by Dr. Ruschenberger in the American 
Medical Journal, April, 1849 ; or the sphincter ani muscle 
may be divided, and thus extraction be facilitated. 
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Pnin 19 at nil times an inconvenience, and often a posil 
evi! both to the surgeon and to the patient who is nndergoing 
an operation, since it interferes with the quiescence which is 
essential to the perform a, tice of some operations and of im- 
portance in all ; and, moreover, if it be very violent and pro- 
tracted, it may produce such an impression upon the patient, 
as shall impair the success of the operation, during its per- 
formance and subsequently. Hence the very general custom 
of administering to patients who are about to submit to snrpi- 
cal operations " some sweet, oblivious antidote," for the pur- 
pose of calming their apprehensions of suffering and danger, 
and to obtund, in a measure, their sensibility to pain, so that 
the operation may be performed with less discomfort lo tbem- 
aelves and with more facility to the surgeon, than niiglit 
otherwise be possible. 

With this view, it has been usual to give a dose of one of 
the preparations of opium, a short time previous to the opern- 
tion, so that, when this ia being performed, the patient may 
be under the influence of the anodyne, not to such a degree 
as shall completely stupify him, but so far as to be calmed 
and tranquillized by it. The precise amount of opium necea- 
sary to induce this condition, cannot be determined accurately 
and for all cases, since difierent individuals are susceptible of 
pain and of the influence of narcotics in very different degrees. 
In ordinary cases, from forty to fifty drops of laudanum may 
be administered to an adult, fifteen or twenty minutes before 
the commencement of the operation, and this interval should 
be passed as quietly as possible. 

It has long been known that nitrous o.xicU gas and the 
vapours of many vegetable narcotics produce, when inhnled, 
a degree of insensibility to physical suffering, and operations 
have been performed upon persons thus affected; similu- 
results have been attained by the influence of unitnnl niag- 
netisra. But the importance of these agents is slight, >S 
compared with that of more recent dipcoveries, ■;— the infln- 
enee of inhalations of the vapour of sulphuric 'ether and of 
chloroform. 
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The applicability of the vapour of Sulphario Ether to the 

Eurpoae now under coiisideratioD, Viia first estitbiished by 
'r. W. T. G. Morton, of Boston, on the 30th September, 
1846. (See Report of the Maaa. Gen. Hospital, Jan. 26th, 
ia-18 — noticed ia Am. Joum. of Med. Sc, April, 1848.) 
The influence of Chloroform in producing similar effects, waa 
first determined by Professor Simpson, of Edinburgh. (See 
Am, Journal of Pharmacy, Jan., 1848.) 

Since their effects became generally known, these agents 
have been employed to relieve pain in ai! sorts of operations, 
and in very many diseases; they have been administered, 

ttoo, by the ignorant as well aa by the learned, and without 
•ny discrimination of cases. It is not at all surprising, there- 
fore, that in many instances injurious, and sometimes fatal, 
consequences have ensued. It would bo out of place to dis- 
cuss fully, in this volume, all the circumstances connected 
Hith the use of tbese agents. From the post-mortem exami- 
nations which have been had of persons who have died appa- 
rently in consequence of the inhalation of these vapours, it 
would seeru that they produce death by asphyxia, — the lungs, 
the heart, the brain, having been found, in these cases, to be 
much congested, and tho hlood dark-coloured and more fluid 
than usual. The legitimate inference from these facts is, that 
these vapours should not be resorted to in persons suffering 
from congestion of these organs, or in whom any important 
disease of tbese organs exists. And although it may be 
admitted that a sufficient amount of testimony has been accu- 
mulated to show that tho inhalation of these substances is 
not, under proper regulations and in well-disoriroiuated cases, 
attended with material danger, and that it is even a valuable 
aid to the surgeon in many operations, it must also be 
acknowledged, on the other hand, that we have facts Bufhcient 

»to prove that, without these precautions, and where the 
-amount of pain to he experienced ia not very great, those 
agents should not be used. It should be recollected that the 
mere performance of an operation, with comparative freedom 
from suffering to the patient and with satii^faction to the sur- 
geon, is but one step towards the cure of the affection for 
which the operation is performed : the treatment of the patient 
Buhsequently ia a matter of equal importance ; and with r 
I flnce to this part of the surgeon's duty, any cause which dis- 
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turbs the healthy play of important functions, whether it be 
the impression of too intense pain, or of too powerful narcotic 
agents, is to be regarded as an evil. 

The vapour of chloroform ia probably less safe than that 
. ,of sulphuric ether, although it acta more promptly and in 
Bnialler quantity, — six or eight inspirations being Bomettmcs 
sufficient. No precise rule can be laid down as to the quan- 
tity of the fluid, or the period of inhalation, necessary in 
either case to produce insensibility to pain, children and per- 
sons debilitated by disease, or other causes, being affected 
much more speedily than those in opposite circumstances. 
The vapour should be inhaled until the patient becomes insen- 
sible to pain, unless some unpleasant eS'ect be produced before 
this condition is attained ; and thi» insensibility shoold be 
prolonged, as may be necessary, by re-application of the 
apparatus to the mouth, from time to time, as the inflaeDee 
of previous inhalations passes off. 

Many varieties of inhalers have been contrived for the 
administration of these vapours, some of them complicated 
and expensive; the object of all, however, is the same, — to 
allow atmospheric air to enter the lungs, loaded with the 
Vapour of ether, or of chloroform. This end may be secured 
by using either of the inhalers illustrated by the accompany- 
iiig wood-cuts, as perfectly as by the more complex apparatus. 
(Figs. 180 and 181.) Figure 180 represents a double-nectied 
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bottle into which the liquid is introduced ; through one nect 
of the bottle, a glass tube passes, reaching below the lerel of 
the liquid ; into the other a bent tube is inserted, through 
which the patient breathes. The tubes must be tightly fixed 
in the necks of the bottle, and the inspirations of the patient 
must be made through the bent tube, his lips firmly compress- 
ing the glass, the air expired from the lungs passing out 
through the nostrils. Figure ISl shows a common wide- 
mouthed bottle, baring tightly fixed in the orifice a cork 
through which the tubes enter the bottle as in the other case, 
but it is not necessary to use any apparatus, — a sponge, or a 
piece of linen, wet with the liquid, and applied to the mouth, 
being fully as efficacious and more safe, inasmuch as a suffi- 
cient supply of atmospheric air is more certainly secured. 
The purest preparations only of ether and chloroform should 
be employed. Before commencing the inhalation of the 
vapour, the patient should be placed in the position most 
convenient for the performance of the operation, whatever it 
may be. 

If any indiridual to whom these agents have been adminis- 
tered should not revive spontaneously, stimulating applica- 
tions should be made to the surface, among the best of which 
is boiling water ; this should be placed in a cup covered with 
a towel, and then the cup inverted upon the chest. (Amer. 
Jour. Med. Sc, p. 656, April, 1848.) Artificial inspiration 
should be resorted to, if other means fail. 

The reader will find details as to the mode of preparing 
ether and chloroform in the Am. Journ. of Pharmacy, for 
Oct., 1847, and January and April, 1848. Numerous articles 
relating to their employment are contained in the Am. Journ. 
of Med. Sc. for 1847-S, to which reference should be made 
by those who may be disposed to test the action of these 
agents. Besides these publications, the author would recom- 
mend attention to the report of Dr. Isaac Parrish, of this 
city, to the College of Physicians, published in the " Transac- 
tions" of that body ; to the essays of Dr. Warren, Dr. Simp- 
son, and Mr. Miller ; that of the latter being appended to the 
last edition of his Principles of Surgery. 

^0 
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CHAPTER IX. 

ON GUNSHOT WOUNHS, TOGETHER WITH THE MOHE IMPORTXSI 
PECULIARITIES IN THE PRACTICE OP MILITARY SURaBRY. 

■With a view of renflering this work more complete, and, alto, 
more particularly suitable to the profession at the present time, 
the following chapter has been appended. While the principiei 
of surgery are ever the same, the art of surgery must vary with the 
peculiar character of injuries, and also with the cir cum stances 
under which it is practised. By far the greater number of tho 
injuries occurring in time of war, which arc those from missiles 
projected by the force of explosion, called gumhot wounda, differ 
in many respects from those commonly treated in civil life, anil 
the manner of treating tnjuriea of every description is oftentimes 
necessarily very different from that usually adopted. It is the 
object of this chapter, therefore, lo describe gunshot wounds sml 
their treatment, and to point out the chief peculiarities in the prac- 
tice of military surgery. 

The cause of the peculiar character of a gunshot wound is tlie 
velocity with which a missile is projected by tho force of the ei- 
plosion of gunpowder. In consequence of this velocity tho tissues 
arc not simply torn, divided, or pushed aside, but they are contused 
to the highest degree ; and it is this contusion, or crushing of the 
tissues, tliat gives rise to those phenomena which distiagnish gun- 
shot wounds from all others. Tliese phenomena are: groat livid- 
ity, more or less disorganization, remarkable dryness (owing to the 
absence of hxmorrhage, and to the presence of dead tissues), anil » 
general perturbation and alarm, which is commonly called " shock." 
These primitive effects are followed by others of the most for- 
midable character : tho contusion produces intense inflammatory 
reaction, tho loss of substance leads to abundant suppurauon 
and to secondary haemorrhages, and tho splintering of the bones and 
opening of the articulations predisposes to tetanus and nerrcns 
delirium. As tho projectile often remains in tho body, or carries 
before it other substances, the presence of a foreign body, rare 
in other wounda, is hero an ordinary phenomenon, which must b* 
added to the others already enumerated. Another consideration, | 
which must not pass unmentioncd, is this, that a great nomber 
of persons often receive these wounds at the samo time, and an 
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necessarily collected together, so tliat ^unaliot wounds are far 
more ortcn attended, than any others, with hospital gangrene and 
purulent infection. 

Althonf^h gunsliot wounds have certain common characteristics, 
making of them a distinct class, yet they have numerous differ- 
ences, arising from the velocity, the shape, and the size of the pro- 
jectile, the course it takes in the hody, and the nature of the parta 
with which it comes in contact. They will be modified also by 
the nature of the circumstances under which the patient happened 
to be placed, and by the condition of his health at the time of 
the receipt of the injury. 

At tlio present day a large majority of the gunshot wounds with 
which the surgeon has to deal are caused by cylindro-conoidal 
balls, propelled with prodigious velocity from rifled weapons. The 
extreme swiftness and tapering form of these conoidal balls cause 
them to go through any organic tissue, no matter how dense and 
resisting, without deviation; and evory portion of the body through 
Ivhich one of them passes is inevitably deprived of its vit-ility. 
The great power of resistance often exhibited by the yielding 
elastic tissue of the skin, by tendinous and other structures, of which 
most curious examples are related by military surgeons, is no 
longer of avail against projectiles from modern weapons. Scriye, 
in hia " Medico-Chirurgieal History of the Crimean War," relates 
thatwben soldiers were struck, creeping on the ground, these balU, 
went straight from one end of a limb to the other, through the' 
bones, without changing their direction, . An English surgeon alao 
relates that he has known the same ball to go straight through the 
bodies of two men, and lodge in a third. 

The effect of the wedge-like form of these balls is most evident 
upon the bones. The round hall may be flattened against a bone, 
or turn round it, or only partly perforate it, but the conical ball 
is never seen to act in any of these ways. When it strikes a bone 
it splits it into frugmenta, having mainly a direction parallel to the 
long axis of the limb, and forms fissures extending into the joints. 
Any kind of ball, striking a bone about its middle, will generally 
fracture and split the shaft; but by the conical hnll, the bone is 
rent so extensively that narrow fragments, many inches in length, 
are detached, and lesser portions arc thrown in all directions, cross- 
wise at the seat of fracture, and driven into the medullary canal 
and the neighboring soft parts. A surgeon, who passed through 
the Crimean war, says that he never knew a conical ball to mark 
a bone with any touch more gentle than what occasioned its utter 
destruction. It is obvious that the injuries inflicted by these 
^^la, as those by any others, will be wider in proportion to their 
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greater size. If their diameter be about equal to that of the 
portion of the body struck, this will be completely cut off. 

The introduction of rifled weapons, wilh conical balls, has not 
only increased the severity of gunshot wounds, but it has also 
greatly increased the number of the wounded in an engagement. 
This is a point which must not be passed nnmentioned, for it b 
important to know what amount of surgical attendance may be 
required. Longmorc says that Colonel Milford, chief inatmctor 
of the British government school of musketry, has stated tliil 
80,000 rounds of ball-cartridges were fired from the old mnskei 
in one day in CafTraria, and only 25 Caffrea were known to be 
Iriiled ; and at the battle of Salamanca, only one ball out of 3OO0, 
fired by the British, took effect; while at Cawnpore, ono compun; 
of soldiers, armed with the Enfield rifie, brought down 6f oatofs 
body of horsemen by whom they were attacked, at one discharge. 
At the battle of Solfarino, where rifled weapons were so exten- 
sively used, some returns show that, in 24 hours, 11, .500 French, 
5,5100 Sardinians, and 21,000 Austriana, were laid Tiorg-de-comhat. 

The effect of the improved fire-arms is dwelt upon here, becan^e, 
as before mentioned, the great majority of the gunshot wonnils 
the surgeon now has to deal with, are received from them, and also 
because it is only in the most recent publications that theywe 
treated of. Another reason is that the wounds inflicted by theffl, 
present the peculiar characters of gunshot wounds in the higliest 
degree, and when they are once understood, there can be no diffi- 
culty in understanding any others. 

The wounds inflicted by pieces of sheila, or by any penetrating 
missile of an irregular form, differ from those caused by balls, in 
being accompanied with greater laceration. They do not com- 
minuto bono so much as a rifle-ball, but tear the soft parts mncb 
more extensively. As thoir velocity is generally considerably le» 
than that of more regularly shaped projectiles, they more ottea 
remain in the body. 

The influence of the course of the ball and of the nature of the 
parts with which it comes in contact, upon a gunshot wound, must 
be described. When a ball strikes the soft parts very obliquely. il 
carries away the tissues it touches, an'd leaves a gutter-shaped 
wound. If nearly spent, the natural elasticity of tlie skin nny 
enable it to yield to tlie sirain to which it is exposed, and serioai 
internal mischief may be inflicted, without there being any extcr 
nal marks of violence to indicate its having resulted from the 
stroke of a projectile. This is the kind of injury that in former 
limes, was supposed to be owing to the wind of the bait. Cas» 
are on record where portions of the clothing have been torn away 
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without injury (o the wearer, and evon hair liaa been sliavpd from 
ttie head, and the external ear and tip of the nose carried away 
■without further mischief; eo that the consequences attributed to 
windage must be erroneous. If the obliquity of the bail be leas, it 
penetrates into the tissues, atnppini; among them or coming out 
Rgain at a greater or less distance from the point of entrance. If 
the speed of the ball be great, and no bone have been struck, 
there is little difFcroncc in either the size or discoloration of the 
wounds of exit and of entrance;. hut if its velocity be less, ao 
that it is retarded bv contact with the tissues, and so have its 
Bpeed considerably diminished before it passes out of the body, 
then the wound of exit will considerably exceed in size that of 
entrance. Macleod, in speaking of the oharaoteristica of the two 
wounds, adds that in many cases the wounds of entrance are more 
regular and less discolored than those of exit, but, that the lips 
of the former were inverted, while those of the latter were everted, 
which baa been stated by many writers, was seldom clearly marked 
to his observation. 

Unless the ball be moving with great velocity .when it enters 
the body, the tendons, especially if relaxed at the moment they 
are struck, arc hut little injured. Their toughneaa, elasticity, 
form, and stability, all assist in protecting them from being cut 
across or pierced. It is often deflected also by a strong aponeu- 
rosis, like that covering the outside oF the upper portion of the 
thigh. The conical ball, however, as may be judged from what 
tas already been said, is seldom so turned. The effect of balls 
upon the bony structures, can be judged from what has been 
already said when speaking more particularly of the improved 
fire-arms. That the nerves most commonly escape injury is % 
general remark of military surgeons, and it is owing probably to 
tho manner in which they are enveloped, and to the facility with 
which they can be pushed aside. 

. The general absence of primary hsemorrbagc in gunshot wnunds, 
has been already noticed as one of their most striking phenomena, 
and the action of a ball upon the blood-vessels, is one of the moat 
important and interesting points to be studied. The smaller ves- 
sels are crushed so that the blood is instantly coagulated near 
the spot where they were divided. The extreme readiness with 
which the larger arteries slip aside under pressure, the elasticity 
as well aa toughness of their coats,' and the fluidity of their con- 
tents, preserve them wonderfully in gunshot wounds, ao that it 
comparatively rarely happens that they are cut serosa by a ball, 
whether round or conical. "When the artery is firmly tied down 
or lying on bone, as the femoral where it passes over the brim 
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of tlie pelvis, the tibial where it lies on the hcaU of the tibia, tlw 
lower parts of the radial and of the ulnar, and the facial where it 
turns over the jaw, it is much more subject to being injured then 
when loosely lying among the soft parts. Even when an artery 
is torn by a ball, no blood may follow ; the lacerated ends of tbe 
middle and inner coats are retracted within the outer cellalar cost; 
the calibre of the vessel is diminished, and tapers to a point near 
the lino of division ; it becomes pbigged within by conpnlum : and 
the cellulo-fibrous investing sheath, and the clot whicli comhinM 
with it, form on the outside an additional support and rcslrninl 
against hicmorrhage. The veins are more easily cut by a l)all 
than the arteries, and primary hromorrhnge when it does occur b a 
gunshot wound, generally comes from them. 

Pain is not at all a prominent syinntom in pnnahot wounds. U 
simple flesh wounds, the patient will sometimes tell the surgein 
that he was not aware when he was struck. A very common de- 
scription of the sensation is that it resembles the effect of a smart 
blow from a supple cane. The parts in the neighborhood of (lie 
track of the hall are partially benumbed, as is seen by an exami- 
nation cuusiiig much lesa pain immediately after ita transit, thin 
at any subseijuent period. 

When a bone is shattered, an important vl?cne injured, or t 
limb carried away, a general perturbation and alarm Bnpervene, 
which is the so-called "shock" of a gunshot wound. The patient 
trembles, and his features express the greatest anxiety and dis- 
tress. The skin becomes cold, and often of a leaden hue, the eye 
is fixed, the pupil dilated, the face pale, the respiration slow, tha 
pulse extremely feeble, and the functions of the senses are deail- 
ened. The collapse and mental trepidation attending a, gunshot 
wound, are frequently moat appalling ; and as a general rule they 
always very far exceed what is witnessed in injuries apparently 
of the same extent, inflicted in any other way. 

Shock is very rarely absent in severe gunshot woundu, though 
most military surgeons relate instances where this was witnessed. 
Macleod states that he knew an officer who had both legs carried 
away, and who said that it was only when he attempted to rise that 
he became aware of the injury he had received. Guthrie states that 
at the battle of Talavera a soldier was atnick on the head by» 
twclve-ponnd shot, " which stove some bone into, and some brMn 
out of the head," and yet he was walking about, complaining hut 
little, immediately after the accident, although he died aubscqueDtly. 

The continuance of the shock should always make the surgcoa 
fear that the mischief done is greater than what is apparent, and tho 
prognosis given under such cii'cumslanccs should be very guj 
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The (TTCfttcr shnck Buccoedinq; gimahot wnnnds of ttio lower ex- 
tremities, than of the upper, has repeatedly been retnarlced, atid 
is to be attributed, most probably, to the circmnstaTtce tbat the 
former sustain the weight of the body, while the arms are only sus- 
pended to the trunk, and yield to a certain extent to the imnulse 
of the projectile. This explanation would coincide with the obser- 
Tiitii^Ti made by Macleod, that this difference was eapecialiy Been, 
if the person striiclt was in an erect position. The remark has 
been made by Chevalier, that the shoclc is always greater when 
the ball strikes a muscle in action than when it impinges against 
one which is relaxed. Though many explanations have been at- 
tempted of the greatness of the shock in gunshot wnunds. none 
of them are fu!!y satisfactory. Its effect is most injurious, for it 
is sometimes carried to such an extent, that the injured part may 
remain, as if dead, for several days, and then mortify, or the 
patient may even die. 

Not only the primitive symptoms of gunshot wounds have a 
peculiar character, distinguishing them from all others, but their 
consecutive phenomena also require a particular description. 

From ths second to the fourth day inflammation commences »bout 
the wound, with a violoncQ proportionate to the extent of the 
contusion, and accompanied with all the train of symptoms of 
traumatic fever. When no bone, nor large vessel, nor any im- 
portant part, has been injured, the march of the wound is very 
simple: the tissues that have been destroyed become detached about 
the eighth or twelfth day, the pus, at first thin and bloody, takes 
on a more healthy appearance, granulations form, and the sup- 
purating surfaces unite, the two openings closing last ; and as a 
general rule, the one of entrance after the one of exit. Uncom- 
plicated flesh wounds from gunshot usually heal in from five to 
BIX weeks. 

When, however, the loss of substance is considerable, or a bone, 
or large nerve, or blood-vessel, has been injured, the consecutive 
phenomena are far from being so simple. The patient is often- 
times exhausted by the great and prolonged dniin from tho aup- 
puration, or succumbs to an attack of erysipelas, or what is far 
more common, owing to the sojourn of pus among the tissues, falls 
a victim to purulent infection. When a bone is injured, fistulpe 
are established, lasting months and years, and only healing after 
the complete expulsion of all the necrosed portions. As said 
before, by modern weapons, the bono is almost always splintered, 
and, so soon as sensibility returns to the parts, the fragments 
driven into the muscles produce excruciating pain, and most vio- 
lent spasmodic contractions. If they remain in tho wound, theSQ^ 
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frnpmeTits Interfere subsequently wUli the con sol t tint ion of tlie 
fracture, and cause profuse suppuration. It occasionally happens, 
moreover, that they are driven into the medullary cavity of tbe 
long bones, and render fruitless every effort to save the limb, 
"When a joint is opened, by a gunshot wound, the most intense 
inflammutory reaction is excited, often followed, when the large 
joints are interested, by fatal consequences. 

Uiemorrbage, which is rare as a primary symptom in frunshot 
wounds, ip on the contrary of common occurrence amonj; the con- 
secutive phenomena. It takes place, generally, about the time of 
the separation of the sloughs ; or. generally, frona the eighth to 
the twelfth day. It might be supposed that by this time tbe ohlite^ 
ation of the vessel would be complete, but it is probable that the 
in 11 animation following gunshot wounds is of such violence as to 
interfere with this process. The quantity of blood loat in thise 
secondary hwmorrhagea is proportionate to the size of the veasci 
from which it ponra ; it may be BO considerable, and the flow so 
rapid, as to destroy life before any assistance c.in be rendered ta 
the patient. At other times a clot forms, favored by the state 
of syncope into which the patient falls, and the hsemorrhago is 
thus checked for a time. If efficacious means are jiot then re- 
sorted to, this hremorrhage almost always returns a second and 
B third time from the displacement of the clot, until finally the 
patient dies. Gunshot wounds are also rendered particularly sub- 
ject to secondary hEemorrhage from the frequent presence of > 
foreign body, as a fragment of bone, or any other' hard, rough, 
or pointed substance, which by prolonged pressure gradually pro- 
dui'es ulceration tltrougb the walls of an artery. 

From the injuries to nerves, atrophy of tissues and contraction 
of muscles, with impaired power of resisting cold, are very frcc|nent 
consequences of gunshot wounds. Sometimes a foreign substance 
lodges in and continues to irritate the nerve, and the wonndcol 
pan becomes so painful as not to be borne; the nerve at thai 
part forms a tumour of a most painful character, requiring removal, 
or in extreme cases even the amputation of the extremity. If thn 
nerve of a liuib be completely divided, complete loss of power of 
motion and sensibility will be the result. Tetanus, which is one 
cause of fatal termination in gunshot wounds, is most commonly 
due to some local injury to tbe nerves, producing irritation along 
their course, and so leading to some morbid condition of tha 
ganglionic portions of the motor tracts of the spinal cord. Sir G. 
Ballingall made the calculation that one in every seventy-nine caftM 
of gunshot wound is attacked with tetanus, and states that the pro- 
portion of recoveries ia so smaW 'ja ftCMctX-j \i)>»c >.«.V«tv\'citiQ aocoq^^ 




A complication of gunshot wounds which, on account of its fre- 
"iqnent occurrence and the serious Bymptoms to wliich it gives rine, 
requires particular notice, is the presence of foreign bodies. Be- 
sides those constituted by fragments of broken and splintered 
bone, which havo already been mentioned, the projectiles them- 
aelves are often arrested among the tissues, and they carry before 
them the wadding of the ^n, fragments of the dress, buttons, 
tor any other substances they may encounter on their passage. 
Gravel and small stones strucli up by shells at the time of their 
explosion, or by shots ricochetting against the ground, often pene- 
trate the body ; and fragments of shells, if projected edgeways, 
according to Longraore, almost invariably lodge. It is of great 
importance to detect the presence of these foreign bodies, and 
to do so is often a matter of extreme difficulty. 

If the wound mnde by a ball shows two openings, it ia probable 
that it no longer remains in the body ; but the two openings' mav 
have been made by two separate halls, or, as is not at all of rare 
occurrence, the ball may have been split by a ridge of bone in 
two or more fragments, of which only one has found an exterior 
issue. Macleod says, that he does not believe the conical ball, 
with its immense force of propulsion, can he thus split; but we 
have been informed by Dr. Hammond, that in 14 cases of wounds 
from conical halls, received at the skirmish of Falling Waters, and 
admitted into the hospital of Ilagerstown under his care, the ball 
was split in every one ; in one instance it was split into seven 
pieces, in another into three. Again, the presence of only one 
opening does not afford positive proof that the ball has remained 
in the body; for it sometimes merely pushes before it the clothing, 
without tearing it, and, after having penetrated the soft parts to a 
oonsiderable distance, falls out again. Guthrie relates a case 
where a ball, which penetrated the surface of the chest, and 
passed under the pectoral muscle for two inches, was ejected by 
the elasticity of the rib against which it struck ; and also another, 
where a hole three inches in depth was made in the thigh hy a 
ball that came out with a portion of tlie shirt. 

Wadding, pieces of metal, portions of the clothing, and all similar 
foreign bodies, pushed by a ball into the body, generally penetrate 
only a short distance, and are easily found and extracted. 

Large projectiles are but seldom found in the wound they havo 
occasioned, though instances are related by military surgeons 
where this occurred. Larrey found in the groin a five-pound ball, 
which had not before been detected, though the patient had been 
examined by several surgeons. Sanson ex.tYa.c'^4. "itoro. S^^i ■^'sj's^ 
J jicJ inuer part o£ the thi^h otic wiiisVvna ■nm'a ^^o^»^^s.. "^^^^^ . 
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mentions a case as having ocmrreJ at Seringapflfam, in wluch a 
Bpcn t twclve-pounil shot buried itself in the tliigh of an officer, aiid so 
little appearance WiiB there of a boily of Buch bulk, that lie was 
brought to the camp, where he soon expired, without any suspi- 
cion of the presence of the hall till it was discovered on exsraina- 
tion. Longmore relates a case where a ^ape-shot weighing one 
pound and two ounces lodged in the hack of the pharynx and 
escaped ohaervation for three weeks. Macleod states, that be sair 
a piece of shell wci^hinK nearly three pounds extracted from tlie 
hip of a man, which bad been overlooked for a couple of montlia. 
Were it not for the exporieneo of many sach instances, it wouM 
be supposed impossible that foreign substances such as these could 
remain for any length of time in the body without bein* disco- 
vered, and those few are related in order to show the difficulty 
that may attend their diagnosis. 

The treatment of gunshot wounds is composed of general anil 
local means, and, as will bo known from the description just given- 
demands an acquaintance with all the resources of surgery, and 
consummate skill in their application. A concise account, hoir- 
ever, of the more important of these means — those that are most 
generally employed and rcconimendcd by experienced military 
surgeons — will now be given.' 

The general treatment is indicated by the natural course of the 
symptoms. While the shock lasts, stimulants are required; ibfl 
period of inSammatory reaction calls for local and general anti- 
phlogistics; and that of suppuration for tonics and corroboranta. 
But the agents composing the treatment prescribed for each of 
these periods must always be employed with great prudence; the 
stimulants should be sufficiently active to arouse the patient, but 
never so violent as to provoke intense inflammatory reaction ; the 
antipblogistica — necessary when this reaction is produced — must 

' For the purpose of having the means of rendering the first aasistauM 
neceBsury to wounded men immediately at hand, in tlie French serviue, ihe 
enrgeoa carries a small sack, Hlung at his side, into the field. Sumething 
of the kind oould very advantageously be introduced into our own. We hire 
been shown, by Mr. Jacob Dunton of this city, a amall wallet, planned bj 
himselE^ which could he thua carried, with little or no incODvenience to tbe 
The wallet is 6 inches broad and 6 inches lung, bv I J inchee deep. 



and is slang by a strap passing over the left shoulder. It'containa a laree- 
aiied pocket case with three f.ilds, a flask of bnindy, and four bottles hold- 
ing tincture of opium, aromatio spirits of ammonia, solution of peraulphaU 
of iron, and chloroform. A side pueket holds lint, strips of isinglass plaster 
and a field tourniquet. When oomplote it weighs two pounds and three 
ounces, and its appearanoe is quit* ornamental. Not only the surgeon in 
the French service carries one of these sacks, but every officer is fumirii^ 
with one, in which he carries little thing.i riet^esHary in i)i8 conifor " ' " 
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always be used with caution and in niodcrfttion, in order not tn 
lower tho forces of the patient, -whicli will be so severely taxed 
during tbe Ion 2;- continued suppuration ; and during the period of J 
suppuration the same prudence ia necessary in the use of cor-' 1 
roborantB. to avoid increasing the general inflammatory symptoms. '^ 
During the continnance of the shock, the patient ia to be kept 
■warm, stimulants — such ns wine,brandy, ether, or ammonia — are 
to be given in small quantities, mustard poultices or flying hlistera 
applied to the extremities, and, in some circumatsnces, stimulating 
injections must be administered. When reaction sets in, strict 
attention must be paid to diet, mild purgatives given, and occa- 
sionally, thou!2;b very rarely, bleeding, local or general, had re- 
course to, Finally, during the period of suppuration the patient 
should have an abundance of food, rich in nourishment and easy 
of digestion, and at tiraos a moderate supply of malt liquor, wine, 
or brandy. The tendency, generally, ia to overfeed during this 
latter period, and a remark of Hennan m.iy well be borne in 
mind in regard to it, he says: "The character of a young man 
stands high with the soldiers in proportion to the extent of extras 
on his diet-roll, but the success of his practice is invariably in an 1 
inverse ratio." ^J 

In the local treatment, in case amputation or excision of thefl 
part injured he impossible, or not advisable, if there be any con- 
siderable haemorrhage, this must first of all be attended to. 
Should this proceed from a wounded artery of considerable size, 
even on the battle-field, the tourniquet should not be trusted Co 
for its arrest, but the bleeding vessel itself is to be secured by 
ligature, and both ends are to be tied as directed at page 296. 
It may here bo mentioned that the application of the tourniquet by 
uneducated men is most objectionable, and a better plan is to direct 
them, when bleeding ia observed, to place a finger in the wound, 
and keep it there until the aid of a surgeon is obtained. The 
precise spot where compression by the finger ia wanted, and the 
amount of pressure necessary, will be speedily seen by the effect 
produced on the flow of blood. When the bleeding ia of the kind 
known as en nappe, or a general oozing from a multitude of small 
veascla, the means recommended at page 2S2 are to be had recourse* 
to. In addition to the styptics there described may be meniiocied 
the solution of the persulphate of iron, wbich has been recently 
introduced into surgical practice, and ia decidedly the most effi- 
cacious hiiemostatic known. 

As soon as possible, while the sensibility of the adjacent parts 
is numbed, and before they have become swollen, the wound should 
be carefully examined, to learu the extent and nature of the injury 
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inflicted, and to detect anj foreign bodies that may be lodfreil- 
This examinatiiin will be greatly facilitated by placing the wouniied 
partB as nearly as possible in the position they occupied, wlieo 
struck by the missile. In the upper extremity this is particularly 
important, for it is liable on account of its use, to be strncl in 
very diflerent positions from the one occupied when the patient is 
at rest, with the arm hanging at his side. In this way all the tie- 
sues will be in the same condition of tension or of relaxation, and 
present tbe same relative position one to the other, as when tlie 

Erojectile passed through them. The surgeon also should place 
imself relatively to the patient in a position to correspond aa 
nearly as possible with the direction from which tbe ball came, 
Tbe celebrated Ambrose Pare, as Percy says, acquired great re- 
putntion in this way, for by attention to this precept, ■when calleil 
to attend Monsieur de Brissac, grand-master of the artillery, when 
wounded at the siege of Perpignan, he found just under the sl^n, 
lower than the scapula, the ball which several surgeons had beea 
unable to find, and which they declared had penetrated the chest, 
because they had neglected to place themselves in tbe proper 
position. Guthrie relates an instructive case of a soldier whose 
foot was gangrenous without any apparent cause, he having receiveJ 
merely a flesh wound in tbe thigh, not in the course of the femoral 
artery. On placing the man in the same position with regard to 
himself, however, that the man supposed himself to have been in 
toward the enemy when wounded, the possibility of an injury to 
this vessel was seen, and dissection after death proved that this 
had occurred. It ia obvious that the less a ball deviates from its 
straight course, the greater is the advantage resulting from this 
attention to the position, and hence it is more than ever to be in- 
sisted upon since the introduction of conoidal baits and rificd 
weapons. Longraore, Macleod, and other surgeons who have 
passed through modern campaigns, lay more stress upon this point 
than others who have written previously. Longmore says that 
" in almost every instance the examination will be facilitated by 
attention to this precept ; " and Macleod says, that " the great 
point to attend to undoubtedly is the fulfilment of this rule." 

The best of all instruments for examining the wound is ilic 
finger of the surgeoa ; tbe fore-finger is the most convenient, bui 
if the opening will not admit of this, the little finger can be sab- 
Btituted. Unless the wound be very unusually deep, the fingcc 
will reach sufficiently far, particularly if the parts are pressed 
towards it by the disengaged hand. The flnger disturbs the parti 
less than anything that can he used ; it detects the presence of 
pieces of clothing and of wadding, that would probably be c 
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founded 'with the soft parts by any other instrument, and it gives 
far more accurate information as to the shape, Icngtb, position, 
numher, and dejcree of looseness of splinters of bone, or of any 
other foreign bodies. When the wound is so narrow or so deep 
thiit the finser will not answer, recourse abould be had to a long, 
Btout, metallic probe, or to a female catheter, which is very gene- 
rally recommended in these explorations, as its shape preserves it 
from becoming entangled and arrested araong tbe tiBsiies. In 
parts, however, connected with life, or liable to he seriously injured, 
it is but very rarely that explorations with anything hut the finger 
are ever aiimissible. 

If a foreign body is detected, its nature, form, position and 
relations must be examined, in order to decide whether it is to he 
extracted or allowed to remain, and whether it is to he removed 
by the orifice of the wound or by a counter-opening. On account 
of the nervous and inflammatory symptoms caused by tho pre- 
sence of a foreign body, in the early stages of gunshot wounds, 
and the long continned and exhausting suppurations it keeps up, 
it should always be immediately removed, so soon as found, unless 
its extraction requires very extensive incisions, risking the injury 
of important parts, or would cause more serious mischief than the 
presence and after-effects of the foreign body itself. The position 
of a ball under a fascia, or in contact with a bonei Macleod says, 
should make us risk much in order to remove it. 

For the removal of wadding, pieces of clothing, and such like 
bodies, which seldom penetrate far, the finger either alone, or aided 
by a probe, generally suffices. In some cases, however, a pair of 
dressing forceps will bo demanded, or one of the instruments, for 
tbe extraction of balls, described below. 

When the wound has been received at a very short distance, it 
often presents a complication, which, though not serious, is very 
disagreeable, particularly as it is only seen in uncovered parts 
of the body, namely, the incrustation of unburnt grains of powder 
in the thickness of the skin. These are to be removed without 
delay, each grain patiently pickeil out by the point of a needle, 
otherwise when the openings made in penetrating the akin have 
entirely cicatrized, there is no way of remedying the deformity. 

For the removal of balls, ihe means already mentioned will 
generally prove sufficient ; but in certain circumstances, particu- 
larly when the wound they have made is very deep and n;irrow, 
other instruments are required. Those represented on page 362 
will probably be found the best. 

From the comparatively limited apace required for its action, 
the extractor, represented by Fig. 185, and which c 
t 31 
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tlie celebrated iribuhon of Baron Percy, Kill Tic fmirnl verj con- 
venient. Instruments of two blades, with the ordinary hingdile 
motion, dilate the wound injnriously and painfully before lliey can " 
be expanded to grasp the ball. When the ball ?iaa become im- 
pacted in bone, it must be removed by a steel elevator ; or if thi* 
is inaufficient, it must be gouged out. 

When a foreign body has passed nearly through a limb, and 
can be felt on the other side through the flesh, or when it liea ii 
the bottom of a narrow and crooked wound, that could not be 
Btraiglitoned and enlarged withoat endangering nerves and artt- 
riea, a counter-opening should be made for ita extraction. In 
making such an incision the surgeon must be careful to raise ihe 
parta and cut iuto tbc centre of the fold, otherwise the pra 
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of the bistoury lo divHing the parts may push the ball back into 
the more deeply- sea tod tissues. 

Another point to be mentioned is that the siirjiooTi who has 
rot had experience in such matters often finds the extraction 
much more difficult than he expected, bceanae he baa made his in- 
cision too emalh He mnsc always cut freely. 

In removing conical balls, fragments of shells, or any bodies 
of irregular shape, the greatest care mnst be exercised to remove 
them with their smallest diameter presenting to the orifice. Frnj;- 
menta of splintered bono, when loose, or when nenrly detuched, 
are always to be removed, except when tbe injury ia in the face. 
In this region, every structure receives eo large a supply of blood, 
tlTat pieces of bone are enabled to resume their full connection 
with the other parts, in a very extraordinary manner. Hence, all 
spicula should here be left, whose attachment h.ns not been com- 
pletely destroyed, and whose direction is not opposed to a proper 
union of the broken parts. 

In all cases where the extraction of a foreign body is attended 
with great difiiculty and danger, the surgeon should recollect that 
it may be loosened by suppuration and gradually approach the 
skin, or may even become encysted, and remain without causing 
pain or mischief. By bearing this fact in mind, he will be less 
apt to persist in making dangerous efforts at extraction. 

After all tbe foreign bodies that can with prudence be extracted 

have been removed from the wound, the blood must be washed 

away, the lacerated and misplaced parts adjusted and held in 

place by strips of adhesive plaster, or what answers very well, 

Btrips of wet linen, a suitable position adopted, and the dressings 

applied. In these applications, as Longmore directs, pressure, 

iveight, and warmth must be avoided as much as ia possible con- 

Sifltcni with tbe end in view. What has been said above of the 

■Siature of gunshot wounds must bo borne in mind,* that they are 

r*TTOuijds coiiiused to the highest degree, and therefore no efi'ort is 

to be made to bring about union by first intention ; healing ia to 

take place by tbo slow process of gratiulation and cicatrization. 

The best primary application, as a general rule, is cold water, in 

the J'orui of irrigation, aa described at page 62. When the means 

,-pt' applying cold water in this way are not available, a strip of wet 

■ glint sbuuld be used and kept constantly moistened by water 

\t(Sropped upon it. The cold water should be continued so long as 

_ 'aieful to the patient. When it ceases to be so, it should 

S exchuDged fur warm, applied in Sny convenient way, as by 

tffet lint, simply covered by oiled silk to prevent evaporation. 

Dr. dross rccoiumcnds in the dressing of the wound that a roller — 
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should be earricil up From the distal end oF the limb to eome dis- 
tance beyond tbe seat oF the injury, viih a view oF Fa.cilitArinj( 
the union of the sides of the wound by adhesive action.' Union 
by adhesivG action, in gunshot wounds, is, however, ai may ba 
supposed from what has been said of their nature, of such «« 
occurrence, that it is never to he thought oF. Some two or three 
examples of anch an event are recorded by military surgeons, and 
then only aa surgical curiosities. Guthrie, whose advice is always 
the result oF sound judgment and vast experience, 80 that it can- 
not too oFten be qaoteJ ou all subjects pertaining to military nur- 
gery, says a few inches of a linen bandage may be sewed on, over 
the wet lint, to prevent it From changing its position during sleqp. 
and adds tliat " a roller, as a surgical application, is useless, if 
not injurious," 

After suppurative action has been Fully established, the sur- 
geon must be guided, in the local treatment of gunshot woumis, 
by the general rules applicable to all wounds healing by granula- 
tion (see page 303). It should be remarked, however, thut tbon;ih 
poultices may often be used most advantageously in civil prac- 
tice, they should seldom be permitted in a military hospital. 
Guthrie says of them that they are generally cloaks For negli- 
gence, and sure precursors oF amputation in all serious injuries uf 
the bones and joints. 

In former days it was the invariable practice of all surgeons 
to commence the treatment of gunshot wounds by incising ibcir 
edges. This was done to facilitate the discharge of sloughs, pas, 
and Foreign bodies, and to prevent the developTnent of excessive 
inflammatory swelling, leading to gangrene of the tissues, burrow- 
ing of the pus, and denudation of the bones and tendons. At 
the present day, except to aid in the search For a bleeding vessel, 
or in the extraction of a foreign body, this practice is not so 
genorally adopted, and indeed by English and American surgeons 
it is almost entirely abandoned. Maeleod speaks of it as ''the 
exploded custom of scarifying the wound." This change la owin^ 
to tiie teachings of Hunter, who says that "no wound should be 
opened because it ia a wound, but because there is something ne- 
cessary to be done which cannot be executed unless the wound 
is enlarged." To remedy haemorrhage and to extract a foreign 
body, according to Ilunter, a gunshot wound might be enlarged, 
but never to prevent swelling of the parts or to facilitate the dis- 
charge. By the French military surgeons these incisions are more 
commonly made, in consequence probably of their being more im- 
pressed with the authority of Larrey, who applied those inciaiau^ 
' A SjBtem i>f Surgery, 2d edition, 
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■or debridemens, as thoy are called, tn almnat. avcrv wound. Serine 
states that, in the Crimean war, " the real henefita of the preven- 
tive dilatation nf wonnda -were demonstrated bv the favnuraWe 
rcBiilta that followeil tlie practice of removing constriction by long 
and deep incisions: — its advantages in rcraedytns stranftiilation, 
CJccess of inflammation, the staf^ation of pus. and traumatic ean- 
prene, were seen in nnmerous instances." Whatever opinion be 
held in regard to this preventive dthriiiem'.nt , there can he -nn 
question as to the propriety of scarifying the wonnd after inflam- 
mation has set in, if the tension of the parts be preat, for the 
purpose of loosening the fascia, taking a*ay blood from the part 
immediately affected, and of makinc a free openinc for the lirinids 
ef^sed. To do this a finger should he introdnced into the wound, 
if it he liirge enon<;h ; if not, it must be previously cnlnrged upon 
B director, so that the finger can be admitted. A probe-pointed 
bistoury must be carried with its side along the finger as far as 
may he judged proper, into the wound, and then withdrawn with 
its cutting edge turned up so as to divide the miiscli^s. fascia, and 
nitin, to the extent of several inches. The finger is introduced in 
this way into the wound to detect the presence of large nerves and 
blood-vessels, which it is very important to avoid. Again, in the 
subsequent stages of gunshot wounds, when the pus has burrowed 
among the tissues and the sinuaes are slow in hpaliug, the prac- 
tice is no less advantageous, and even when this is not the case, 
but the parts arc simply unhealthy, Guthrie admits that a free 
incision is often very serviceable. 

As stated before, secondary hfemorrhage is not uncommon in 
gunshot wounds, and it is, at times, one of their most annoying 
and dangerous complications. Guthrie says that it does not often 
occur of any importance from small vessels ; on the separation of 
tho contused part^, or sloughs, a little blond may occasionally be 
lost, hut it is then generally caused by the impatience of the 
surgeon, or the irregularity of the patient, and seldom requires 
attention. From the larger arteries, he snys it sometimes occurs 
from their giving way by ulceration between the eighth and twen- 
tieth days, but the proportion is not more than four cases in a 
thousand requiring the application of a ligature, exclusive of those 
formidable injuries caused by broken bones, or the inordinate 
sloughing caused by hospital gangrene, when not properly treated. 
By others secondary bfcmorrhage is spoken of as occurring far 

tmore frequently than it would appear to have occurred in the ex- 
perience of Guthrie. It should, at all events, bo tl:e object of 
particular attention on the part of the surgeon, above all if the 
situation of the wound and the course of the lull render it proi— 
, J 
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(table tliat a large VGBael has been injured. Umlor ssucli cirrum- 
Btanees it ia well to have a tourniquet {see pa^e 2fi8) placed above 
tbe wound, and an attendant sho'dd watcb by tlie patient to Iw 
ready to tigbten it as soon as tbe bfemorrhoge appears, as it may 
prove fatal before tbe surgeon can reacb tbe spot. 

Secondary bscmorrhnge is said to arise from increased arteris! 
ai'tion, fmiu the first to tbe fifth day: from sloughing, tbe effe"!' 
of contusion, from tbe fiftb to the tenth; and from ulceratinn 
at any more distant date. Bandens states that he hag obserTcI 
it to be most frequent about the sixth day after the receipt of tlie 
injury; and be attributes this to tbe traumatic fever having then 
reacbed its highest point of intensity, and tbe sharp, hurried con- 
traftionsof the heart having most power in forcing out thecoapnlv 

The treatment in secondary bsemorrbage should be the same as 
that advised for primary; that is, oozing from the smaller vesepU 
is to be cbectcd by tbe application of tbe Bolutii>n of the persul- 
phate of iron, ciilled Monsel's solution ; and bleeding from a larse 
vessel, by tying it at tbe wounded part, a ligature bein" applid 
both above and below the point of injury, whenever this is practi- 
cable. Until within a few years, all surgeons were afraid to appiv 
a ligature to an nrtcry in an inflamed wound, Buppnsing it wonM 
cut its way immediately through the coats of the vessel, or fall 
prematurely. It has however been shown byN^Iaton, in a Memoir 
contributed to tbe Academy of Medicine in 1850, that these fears 
were gronndloF'S, and that, tbougb under such circumstances the 
ligature falls sooner, yet the external coat of tbe artery is not 
divided when the thread is tied, and the vessel ia as surely ob- 
literated as when its ligation ia practised in a fresb wound, Maci 
leod, from the results of cases which fell under his observation ia 
tbe Crimean war, gives his testimony to the soundness of these 
views of M"€laton, which, when more generally known and prac- 
tised upon, must save many limbs and lives ; for in obstinate cases 
of consecutive haemorrhage in a wound of the extremities, unless 
a ligature can be applied both at the upper and lower end of the 
divided vessel, amputation, or ligation of the principal vessel, 
between the wound and tbe heart, are the only two resources Jefl. 

I Of tbe value of tbe latter resource, or ligature of the principal 
artery above the wound, Guthrie says: Wkeneeer the aoltateral 
circulation is sufficient to maintain the life, of the limb, blood rauri 
pass into the artery below the wound, and must as a general rvU 
pass up and out through the louver end of Ike divided artery, unUtt 
prevented by the application of a ligature or by some acaidentat cir- 
cumstance, forming an exception to the rule hut not the rule itsflf. 
There are two other points of the utmost importance to be borne 



I 
I 



I 



in mind in regard to secondary hfeiuorrhape in a wonnd. The first 
is that as the closure of the lower orifice of a diviiled artery ia less 
perfectly accomplished than of the upper, It is more likely to suffer 
from secondary hjjeranrrhage ; and the other, that, particularly in 
the inferior extremity, whore the collateral circulation ia not so 
free as in the superior, the hlood flowinK from the lower end 
of the artery is venous in colour, and wella out in a continuous 
Blreara, and not with an arterial impulse. ' 

For an account of the different apparatus to be used in order 
to keep the parts in proper position, in punshot wounds of the ex- 
tremities, with injury of the honea, during the process of their 
cure, we would refer to what is said in previous pajjea of this volume 
on the subject of compound fractures. Since these pages were 
written, however, the apparatus known as the anterior suspensory 
apparatus, the invention of Prof, N. R. Smith, of Baltimore, has 
been introduced into surgical practice ; and, we have been assured 
by military stirgeona, it has been found so admirably adapted to 
their requirements, in the treatment of gunshot injuries of the 
lower extremities, that it must here bo described. A piece of wire, 
of the thickness of a No. 10 bougie, is bent twice at a right angle, 
at each extremity, so as to form a frame three inches wide at 
one end, two inches and throe -quarters at the other, and three feet 
eight inches long. Along the length of this frame, at distances of 
about eight inches from each other, side pieces are firmly clenched. 




"When this is done the splint is bent to suit the case ; a lower angl 
bent about 6 inches from the extremity, corresponds to the ankle, 
and should be about 120°, to liold the foot in an easy position, 
an upper angle, I'or the hip, should be of about the same degree. 
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bat one inch farther Trom the end : the angle at the kneo should 
be more obtuse, or about 1C0°. These anplea are readily made 
by bending the splint over the top of a chair, or the edge of a 
bed, and they can easily be varied, aa is often necessary, to Btttt 
particular fractures. 

When the splint is thus shaped, as represented at fisrnre ISfi. 
it is to be tightly wrapped with a muslin bandage, and it is ready 
for application. 

The suspensory apparatus ia aimple, and easy of application, 
A small iron pulley is to be screwed into a support above (he 
bed, or, if the patient ia to be transported, into Ihe bow of ihe am- 
bulance, BO as to be perpendicularly over the middle of the shiii, 
or nearly so. A cord, about as thick as the wire of the sphnt, 
passes over the pulley, and ia reeved through a sni&Il tent-block, 
2 187, by which, slipping it upward or Jownwanl, 
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at each enil a double liool: attached, is passed, and hanps douMe 
from the loop by its centre. On each side, about the centre of 
this double cord, puya of India rubber should be attached, and 
fastened to the sides of the ambulance, when the wounded man 
is to be transported. To apply the apparatus, the limb is to be 
adjusted, and the splints carefully laid along its upper surface. 
Strips of adhesive plaster, or hands soaked in starch, are to be 
piisscd, one over the foot and around the splint, another around 
the anile, another beneath the knee, a fourth above the knee, 
and a fifth around the thigh, near the hip. The hooks of the 
suspensory apparatus are now to be applied to the wire frame, as 
represented in the cut, and the limb is gently raised, so as to 
hang suspended in the slinga. The requisite drespinga can now 
be applied to the wounded parts, and a roller bandage may be 
loosely applied, so as not to obstruct the free issue of matter. 

This apparatus of Dr. Smith is not only extremely comfortable 
to the patient, but it possesses the great advantnge of allowing 
the surgeon to have free access to the seat of injury, without 
removing any of tho essential supports of the limb. It may bo 
safely recommended as the best apparatus that can possibly be 
used in the treatment of gunshot wounds of the Io«-er extremity.' 

In compound fractures of the limbs, however, from a gunshot 
wound, the injury received is generally so great from extensive 
splintering of the bones and opening of the joints, as to demand, in 
order to save life, either the resection of a portion of the osseOua 
tissues, or amputation of the limb. 

When, from the nature of the injury, or the circumstances of 
the case, amputation is the only resource, the rule taught by long 
and invariable experience is to operate at once. Military sur- 
geons everywhere are now agreed upon this point, that, in their 
practice, with the single exception of amputations at the hip-joint, 
the success of primary amputations constantly exceeds that of 
secondary. The results of their experience on this point have 
always been the same, and their conclusions, after recent wars, 
are similar to those previously acquired. 

Larrey often declares that even the shock is relieved by the re- 
moval of the injured part ; and he relates that, of three men 
whose two legs were amputated by him after the battle of Wagram, 
the one first operated upon, only a few moments after tho shot, was 
the only one saved. Hennen strenuously insists that the wounded 
limb must be removed with as little delay as possible. Scrive states 

' For a full description of tliis admirable apparatus, of whioh a mere out- 
line uan liurc be giveu, we must refer Lu the Ameriiuui Juurual of th^d^i^J 
buieuuus I'ur Apvil, l)<tjl. 
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that, in the Crimea, the proportion of the snccess of the pritoary 
amputations anrpassed, Bometimea one-half, HometimeB two-thirds, 
the favourahle reBults of consecutive amputations. Macleod also 
Bays that the experience in the Crimea was, aa it has alwBVB 
been, unequivocal in favor of early amputation ; and jioes bo far 
as to declare — in this agreeing with Larrey — that in place of 
merely advocating interference within twenty-four hours, "the 
prevailing idea at present would he better expressed by saying 
that, every hour the operation is delayed, diminishes the chances 
of a favorable issue." 

There is a second point connected with the enhject of ampu- 
tation, in extensive gunshot injuries of the limbs, where expe- 
rience has shown that the practice of the military surf^eon mnst 
be different from that which ought to be followed in civil life. In 
civil practice, in doubtful cases, the attempt should always be 
made to save the limb ; in military practice the limb should always 
he amputated. Such a precept sounds most harshly, but it is bo 
universally maintained by all who have had militiiry experience, 
that it is unquestionably correct. Hennen tells us that "the 
turn of human miiery will be moKt maieriaUy lessened hy perpiit' 
ting no amh'gaoua eases to be subjected to the trial of preserving 
the limb;" and, notwithstanding the improvements made in sur- 
gery in the last half century, the same statement is still made. 
"It," says Scrive, "yon hesitate in cases that appear doubtful, or 
if you place yourself a little too much on the ground of what is 
called conservative surgery, you are not long in repenting of it, 
and in seeing wounded men die in consequence of wounds thai 
often amputation would have been able to save." One great 
cause of tlie mortality attending compound fractures of the limbs, 
in the Eiitish army in the Crimea, was, according to Macleod, 
undoubtedly the great striving after conservatism, which iuflu- 
enced all the surgeons of the British army. 

In perfurming the operation of amputation, is is well to remem- 
ber that in soldiers there is commonly but little subcutaneous fat, 
and the muscles are large and strong; hence, it becotnea very 
difficult, when practising the flap operation, to adapt the parts to 
one another so aa to fulfil the latter part of the old maxim, '-muscle 
must cover hime, and integument muscle." As regards the quescioa 
of the respective advantages of the circular and the flap operation, 
it would bceai that the lormer mode of operating is mure advanta- 
geous in military practice than the latter, as allowing the patient 
to be removed with far more safety. Long, heavy Baps becooio 
louse, get bruised, and finally slough. 

in ali other points but these, ti.e jiractice of military surgeons 
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in the treatment of injuries of tlio limTiii in which their amputatimi 
may be demanded, correaponiis to that recommended for civil 
practice in the best modern treatises.' 

In certain casea of compound fractures from ffunsbnt wounds 
excision of the joints and r-esectton of portions of the bone may 
be preferred to amputation, as pxpo'insi life to less danger, or 
securing a more useful limb. What these cases are. we shall 
state as briefly as possible, foundincr our conclusions entirely upon 
tho results of the experience of military surgeons. 

In the upper extremity, the results of excision of the shouldpv 
and elbow joints, have been exceedingly eatisfnctory. In the 
Schleswig-Holstein campaigns great attention was paid to resec- 
tion of the joints, and the results have been published by Esmarch 
in a very valuable essay on this subject. Of 19 patients in whom 
the shoulder joint was resected, in 12 a useful arm was pre- 
served, and 7 died. Tn not a single instance did corapleto 
anchylosis occur, and in several the power of motion became so 
great, as to enable men to perform heavy work. Of 40 patients 
for whom resection of the elbow joint was performed, 6 died, and 
" 32 recovered with a more or leas useful arm ; one remained un- 
healed when Esmarch wrote his essay (1851)., and in one morti- 
fication ensued and amputation was performed. The experience 
of the surgeons engaged in the Crimean war, is also, on the whole, 
decidedly favorable to excision of these joints of the upper ex- 
tremity, and it may be laid down as a rule, that although they 
may be much injured, yet, when the principal vessels have escaped 
unhurt, the articular surfaces and broken portions of bone are to 
be removed, and an attempt made to preserve the limb. 

In the upper extremity, resections, also, after gunshot wounds, 
succeed very well. When the bone is much splintered, the detached 
portions, and any fragments that only hold by slight periosteal 
connections, should be removed, spicula that project should be 
cut or sawn off, and a free opening should be made, if none exists, 
at the most dependent place. 

In the lower extremity, owing to a smaller supply of biood, a, 
less free anastomoais between the vessels, the greater drain there 
is upon the system during the period of reparation, and the con- 
strained and irksome position the patient must retain during the 
treatment, the results of these operations are far less satisfactory. 
When either the knee or ankle joint is implicated, amputation c-f 
the limb must be performed. The knee joint was excised once in 
*he Crimea, but the patient died, and tho same result followed in 

I ' Sec Grufls, op. cit. vul. i. chap, xvii., &nd rol. ii. chap, siii. ^m 
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tlie only otlier instance in wliich this was done for gnnabot injm 
jn tlie Schleswig-IIoUtein Campaign. In the Crimean war, when 
ever resection of portions of the femur was practised, every c»se 
without exception proved fatal. In the bones of the leg, wLeo 
neither the ankle nor the knee joints were implicated, the resula 
of resection were more favorable. "When both the tibia and fibnk 
■were injured, nearly 19 per cent, recovered ; when the tibia alone, 
36,3 per cent. ; and when tho fibula alone, 40.9 per cent. Al ihe 
hip joint, according to the experience of the Crimean war, exci- 
sion has certain advantages over amputation. Out of 23 caaee of 
amputation, performed in the French and English armies, not one 
recovered, and nearly all died very shortly after the operation. 
Out of 6 cases of excision, one recovered entirely, one 8urri»cJ 
a month, and all lived, in comparative comfort, for a considerable 
time. 

In the recent campaign in It^ly, Longmore states that in ibe 
lower extremity the practice of coQSorvative surgery was almost 
entirely abandoned.' 

The experience obtained in recent wars In regard to the nsf 
of anseathetica in tho practice of military surgery is so decideiH^ 
fiivorablo that it does not seem proper to conclude this chaptrr 
without adding some of the results of this experience to what hu 
been said of such agents in Chapter VIII. By Macleod it is stateii 
that during the whole Crimean war, ho never had reason, for one 
moment, to doubt the unfailing good and universal applicabiU^ 
of chloroform in gunshot injuries, if properly administered^ He 
adds again that bo most conscientiously believes that its use in 
the British army directly saved very many lives ; that many ope- 
rations necessary fur this end were performed by its aasiataace 
which could not otherwise have been attempted ; that these ope- 
rations were more successfully because more carefully executoil; 
that life was ofien saved even by tbe avoidance of pain ; the 
morale of the wounded better sustained, and the courage aud com- 
"urt of the surgeon increased. 

Scrive, the surgeon-general of the French forces in the Crimci, 
says that the benefits derived from tbe use of chloroform were iui- 
meiise ; and although it was used in thousands of cases, that it 
never caused the slightest serious accident. It was used not odI/ 
to obtain complete insensibility in every important operation, but 
also to render mure supportable the puiu uf wounds altogether 

* For the manner !□ which thene aperations of eiciaion nf the jointe, mi 

section of portions of tho houea, are tu be perfurwed, we wiiald refo'U 

t'Aapter sviii., vol. i., and ChaplM ix\., \qL u., of the work of Dr. O — ' ' 

fcuforo eitod. "^ 
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dfjsperate, and to calm nervous and irritable persons in whom 
the dressing of their wounds caused much suffering. It is stated 
in additioij by Scrive, that great resistance of the wounded to 
anaesthesia a day or two after the reception of the injury was fre- 
quently remarked, A much larger dose of chloroform was then 
necessary before insensibility was produced, and the period of ex- 
citement was so strongly marked that several men were often 
required to hold the patient. To avoid this over-excitation pro- 
duced by traumatism, the rule was observed to amputate as far as 
possible the very day of the receipt of the wound. When con- 
secutive amputation was necessary on account of gradual sinking 
from profuse suppuration, anaesthesia was effected with the most 
perfect tranquillity. It must be concluded, therefore, that the 
advantages derived from the use of anajsthetics are even more 
evident and more appreciated in military than in civil practice. 
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APPENDIX OF FORMULiE. 



The following list of formulse will be found to contain 
many which have been proved to be valuable in answering 
the indications for which they are directed. 



LOTIONS. 

I. ASTRINGENT LOTIONS. 

1. Wash for secondary venereal ulcers, particularly of the throat — 

R. Cupri sulphatis, 3ij, 
Pulv. cinchoDdD, Jss, 
Aquae fluvialis, f^viij. 
M. ft. lot. — Dr. Physick. 

2. R. Tinct. myrrbaB, f^j — f^ss, 
Aquae fluvial., f^viij. 
M. ft. lot. 



3. R. Creasofae, gtts. xx — gtts. 1, 
Aquae fluvial., f^vj. 
M. ft. lot. 



4. R. Tannin 9j, 

Spt. vini gallici., f^ss, 
Mist. Camphorae, f^vss. 
M. ft. lot. — For salivation, spongy gums, &o. 

5. R. Sodii chlorid., (sol.) 

Tinct. myrrbae, aa f^ss, 
Aquae fluvial., f^iv. 
M . ft. lot. — Uses the same as the last. 
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II. STIMULATING LOTIONS. 

6. B. Acidi Ditrici, fjj — f5y> 
AquaB fluvial., f^viij, 
Aquae rosae, f^j. 
M. ft. lot. 

• 7. R. Ammoniae muriat., 5J — Z^h 
AquaD fluvial., f^viij, 
Tinct. opii, f^j. 
M. ft. lot. — For painful indolent ulcers. 

8. B. Acid, cyanhydrici, i^j, 

Mucilag. acacias, f^viij, 
M. ft. lot. — To relieve the itching in prurigo. 

9. B. Hydrarg. chlorid. mit., 3U> 

Liquoris calcis, ^vuy 
M. ft. lot. — " The black wask" 

10. B. Hydrarg. bi-chlorid., grs. x — 9j, 

Liquoris calcis, ^viij. • 

M. ft. lot. . 

11. B. Spt. vini rectificati, 

Tinct. camphorae, aa f^iijss, 

Liquor, plumbi, fgj. 
M. ft. lot. — To be rubbed upon the part several times daily, oc- 
casionally suspending it. For indolent fibrous tumours of the 
breast. — Brodie. 

12. B. Iodini9J, 

Potassii iodid., Jss, 
AquaB fluvial, f jviij 
M. ft. lot. — For application to scrofulous and other indolent 
tumours. 



III. EVAPOBATJNG AND BEFRIQERANT LOTIONS 

13. B. Ammoniae mur., 5J> 
PotassaB nitrat.; 5U9 
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Vinegar, fpj, 
Aquae fluvial., f§x. 
M. ft. lot. — Schmucker's frigorific mixture. 

14. B. Athens sulphuric^ 

Alcohol, 

. Aquas plambi; aa f^j. 
M. ft. lot. 

15. K. Sodii chloridi, 

Potassae nitratis, 
Ammoniae muriat, aa ^\}, 
Aquae fluvial., q. s. ad mist, solvend. 
M. ft. lot. — Druitt. 

16. B. Spt. vini rectif., fgj, 
Aquae fluvial., fjvij. 



M. ft. lot. 



CERATES. 



17. B. K^sinae, 3j» 

Cer. flav., §ij, 
Adipis, gv. 
M. ft. cerat. — For burns. — Physick. 

18. B. Cerat. plumbi, s'acet., 

Cerat. simplicis, aa §ss, 
Hydrarg. cblor. mit., 
Pulv. opii, aa 3J- 
M. ft. cerat. — For burns, painful ulcers, &o. 

19. R. Unguent, bydrarg. nit., Jj, 

Cerat. simplicis, 3'ij — S^s. 
M. ft. cerat. — For sore nipples, &<5. 

20. B. Pulv. campborae, 9j — 3J> 

Cerat. simpl., §j. 
M. ft. cerat. — A stimulating salve. 

21. B. Hydrarg. cblorid. mit., grs. yj, 

Pulv. opii, grs. X, 
Cerat. simpl., 5ij' 
M. ft. cerat. — For indurated chancres. 



APPENDIX. 377 

22. R. Acid, hydrocyanic, gtts. xx^ 

Cerat. simpl., ^\y 
M. ft. cerat. — For papular eruptions attended with itching. 

23. R. Creosotae, gtts. xx, 

Cerat. simpl., gij, 
Zinci oxid., 3J' 
M. ft. cerat. — For scaly eruptions. 



OINTMENTS. 

24. B. PotasssB carb., Jss, 

Aquae rosae, fgj, 
Hydrarg. sulph. rubr., Jj, 
01. bergam., fjss, 
Fl. sulphuris, 
Adipis, aa ^ix. 
M. ft unguent. — Bateman's aromatic sulphur ointment, for 
itch, &c. 

25. B. Picis liquid, f^j, 

Salt butter, 3'j> 
Melt together, and add of , 

Common potashes, §j, 
Grafe's itch ointment 

26. Bt Unguent, hydrarg. fort., 3j> 

Antimon. ct potass, tart., 5J9 

lodini, grs. x — ^xv. 
M. ft. unguent. — ^To be rubbed upon the part daily, until it pus- 
turates. For chronic glandular tumours, old indurated buboes, &c. — 
h Johnson. 

27. B. Morphiae acetat. grs., vj, 

Pulv. gallae, 3j, 
Unguent, stramonii, 5j. 
M. ft. unguent. — For hasmorrhoids. — Harlan. 

28. B. Sodas bi-carb., Jj, 

Adipis, 3j) 

Pulv. opii, 9j. 
M. ft. unguent. — For lichen, prurigo, &c. 
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LINIMENTS. 

29. B. 01. tiglii., fjss, 

01. ciunamomi, f^jy 
01. olivae, fij, 
Lin. cantbarid, f^ij. 
M. ft. liDiment. — for neuralgia. — Prof. Jackson. 

30. B. 01. olivse, 

Alcohol aa, fjj, 
Tr. camphorae, jfjss, 
Aquae ammoniae, flj. 
M. ft. liniment. — For indurated breasts. 

31. B. 01. terebinth, 

01. lini aa Oss^ 
OL succini, 
01. juniperi aa f^ivj 
Petrol. Barbadensis, ^iij, 
Petrol. American, 3j> 
M.— "The British Oil." To be used diluted with olive oil, or 
lard, as a stimulating liniment| or ointment. 
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Abdomut, bandage for, 93. 
Adds, counter irritation by, 273w 

cauterisation by, 286. 
Actual cautery, 284. 
Acupuncture, 278. 
Adhesiye plasters, 34. 
iEther 347. 

Air-passages, catheterlsm of, 826. 
Ammonia, as a counter-irritant, 272. 
AnsBSthetios, 342. 
Anchylosis, relief of partial, 233. 
Aneurism-needles, 297. 
Apparatus for treatment of firactnres, 108. 

dislocations, 210. 

the immoyable, of Dieffenbach, 115. 
Laugier, 114. 
Larrey, 112. 
Seutin, 113. 
Telpeau, 114. 

of dressings, 29. 

of instruments, 26. 
Arteries, cauterisation of, 284. 

compression o^ 286. 

ligature of; 294. 

plugging of, 293. 

torsion of, 204. 
Arteriotomy, 257. 
Artery, wound o^ in bleeding, 255. 

Bandages, and their application, 66. 
Bandages, compound, 72. 



Bandage, the simple, or the roller, 61. 

winding of the, 66. 

application of the, 66. 

the circular, 67. 

the compressing, 70. 

the crossed, 69. 

the diTiding, 70. 

the expelling, 71. 

the inyaginated, 72. 

the knotted, 71. 

the laced, 74. 

the recurrent, 70. 

the retaining, 71. 

the spica, 70. 

the spiral, 67. 

the spiral reversed, 68. 

the split, or tailed, 73. 

the sheath, 74. 

the suspensory, 74.' 
Bandaging, Mayor's system of, 75. 
Barton's bandage for lower jaw, 123. 

bran-dressing, 206. 

fracture of the radius, 151. 
Baynton's treaUnent of ulcers, 36. 
Bathing, 67. 

Bauden's dry suture, 808. 
Bell's inclined plane, 166. 
Belloc's instrument for epistaxis, 300. 
Bleeding, operations for general, 241. 
for topical, 258. 

flrom the ankle, 250. 

from the arm, 242. 
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Fractuns of the bones of the head, 12L 

of the leg. 197. 

of the pelyis, 126. 

of the shoalder, 128. 

of the trunk, 124. 

of the yet4>bral oolamn, 124. 
of the clavicle, 128. 
of the fibula, 204. 
of the humerus, 138. 
of the lower jaw, 121. 
of thi) OS calcis, 208. 
of the OS f-moris, 163. 
of the pntella, 190. 
of the radius, 151. 
of the ribs, 125. 
of tbe scapula, 133. 
of the sternum, 125. 

of the tibia, 204. 

of the ulna, 155. 
Fracture-bed, 117. 
Fracture-box, 108. 
Fumigations, 61. 

Gaiter, laced, 107. 

for extension in flraetnre of thigh, 174. 
Gauntlet, 102. 
Oerdy's bandage for fracture of patella, 192. 

Gibson's bandage for fracture of lower jaw, 
122. 

Gibson's modification of Hagedom'a splint 
183. 

Good's splint, 155. 
Oranyille's lotions, 272. 
Groin, bandages for the, 94. 
Guillou's novel method of treating fhicture 
of clavicle, 132. 

Gun-cotton, a solution ot, for adhesive strips, 
304. 

Hand, Handages for, 102. 

dislocations of bones of, 221. 

ft-actures of bones of, 159. 
Hare-lip, twisted suture for, 807. 
Head, bandages for, 77. 

fractures of bones of, 121. 
Haemorrhage, arrest o^ 282. 

by astringents, 282. 

by cauterization, 284. 

by cold applications, 282. 

by the ligature, 294. 

by matioo, 283. 

by plugging, 293. 



Haemorrhage, arrest oi; by preiisure with the 

hand, 286. 
Haemorrhage, arrest of; by torsion, 294. 

by the tourniquet, 288. 

firom the nose, 299. 

flrom the rectum, 301. 
Hip-joiut. dislocations of, 224. 
HumeruM, dlMlocations o^ 215. 

fractures o^ 138. 

Immovable apparatus tat fhietnr«8, 112. 
Inclined plane for fractures of the thigh, 
166. 

for fhustures of the leg, 202. 
Injections, modes of administering, 827. 

of lachrymal duct, 831. 

by the rectum, 327. 

of the urethra, 329. 

of the uterus, 329. 

of the vagina, 829. 
Instruments for the pocket-case, 26. 
Invaginated bandage for the lip, 84. 

for longitudinal wounds, 809. 

for transverse wound^ 810. 
Irrigation, 52. 
Isinglass-plaster, 38. 
Issues, 276. 

Jarvi8*s Acfjustor, 210. . 

Jaw, bandages for, 79. 

dislocations of lower, 212. 

fractures of lower, 121. 
Jenks's apparatus, 120. 
Jurg's apparatus for wry-neck, 87. 
Jugular vein, bleeding from, 251. 
J unks, treatment of fractures of the leg wlt\ 

197. 
Junk-bags for fhicture of thigh, 174. 

Kupe, bandages for the, 105. 
dislocations of the, 230. 
fractures of the, 190. 

Lachrymal duct injection o^ 331. 
Lancets for bleeding, 245. 
Leeches, artificial, 265. 
Leeches, preservation of, 263. 
Leeching, 261. 
Leg, bandages for, 106. 

dislocations of, 229. 

fractures of, 197. 
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Taocine virufi, preeerration ol^ 2S0. 
Vagina, injectionfl by the, 329. 
Vapours of ether and cUorofbrm, 346. 
A'enesection, 241. 

Veins of the arm, anatomy of the, 242. 
Vertebrae, fractures of the, 124. 

dislocations of the, 213. 
Vesicants, 268. 
Vidal*8 spring-suture, 309. 
Vienna paste, 274. 

Wounds, means of promoting the closure o^ 
303. 
dressing of, 302. 
gunshot, 349. 

from modem weapons, 351. 
effects on different tissues, 352. 
distinguishing primary phenomena 
0^369. 



Wounds, gunshot, consecutiTe phenomena 
oi;35& 

8hodcin,864. 

hsamorrhage in, 853, 356, 366. 

foreign bodies in, 357. 

general treatment of, 358. 

local treatment of, 359. 

position of patient in examining, 
860. 

extraction of ball from, 360. 

local dressings in, 362. 

floarifications in, 364. 

amputation in, 309. 

excisions and resections in, 371. 

anaesthetics in, 372. 
Water, applications o^ to surgical purposes^ 
62. 

Appendix of formulae, 374. 
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